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ENGSTROM RL 1974 13-1 
KIM CL GREEN J J OCONNOR P F 
ENGSTROM 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE == A 
PRELIMINARY=-REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
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ATTITUDES -- PROCEDURAL REFORM AND MEMBER PERCEPTIONS 

( ELITES ) 


HEER N W 1974 17-5 
HEER N W 
HISTORY AS SYMBOLIC MYTHOLOGY -- POLITICAL LEADERS IN 
RECENT SOVIET HISTORIOGRAPHY 


HEITOWIT H 1974 5-4 
HEITOWIT H 
ETHNIC PLURALISM AND CIVIL VIOLENCE -- AN EXPLORATORY 
CROSS-NATIONAL ANALYSIS 


HELM C 1974 11-3 
HELM C 
PARTY-ILDENTIFICATION AS A PERCEPTUAL SCREEN -- THE THEORY 
EXAMINED ( VOTING ) 


HIBBS D 1974 10-5 

HIBBS D 
INDUSTRIAL CONFLICT IN ADVANCED INOUSTRIAL SOCIETIES 
( STRIKES ) 

HICKS M G 1974 10-6 
HICKS M G MILLER C M STONE D 
MILLER J 

THE ACQUISITION OF BLACK POLITICAL IDENTITY IN 
PETERSBURG-VIRGINIA 
HOFFMAN M K 1974 3-9 


HOFFMAN M K 
TWO CONCEPTS OF IDEOLOGY -- DESCRIPTIVE AND CRITICAL -- 
BOTH OF WHICH REST ON A MISTAKE 


HOPKINS K 1974 6-5 
MARTIN W C HOPKINS K 
POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY -- 
CLEAVAGE CRYSTALLIZATION AND THE FORMATION OF THE 
POLITICAL PROCESSES IN FINLAND , 1900-1918 ( ELECTORAL , 
PARTY ) 


HOWARD J W JR 1974 14-2 
HOWARD J W JR 
ROLE PERCEPTIONS AND BEHAVIOR IN THREE UeSe 
COURTS-OF=APPEALS ( POLITICAL-ORIENTATIONS ) 


HOWELL S E 1974 11-4 
HOWELL S E 
SYSTEM EFFECTS ON LEGISLATOR VISIBILITY IN FIVE DEMOCRATIC 
COUNTRIES 

HOYER R 1974 2-3 
BERND JL MAYER L S HOYER R 


SOME PROBLEMS OF THE THEORY OF POLITICAL COALITIONS AS 
APPLIED TO THE JUCTCIARY ( RIKER ) 


HSIUNG J C 1974 17-6 
HSIUNG J C 
AN ANATOMY OF THE MAOIST MODEL OF DEVELOPMENT 
HUGHES 8 B 1974 16-5 
HUGHES 8 B 
ENERGY RESEARCH IN THE CONTEXT OF A WORLD-MODEL 
HUNT T 1974 2-5 
FROHLICH N HUNT T OPPENHEIMER J 


WAGNER H R 
INDIVIDUAL CONTRIBUTIONS TO COLLECTIVE GOODS -- 
ALTERNATIVE MODELS 


HURWITZ L 1974 15-5 
HURWITZ L 
THE EEC IN THE UNITED-NATIONS -=- THE VOTING BEHAVIOR OF 
EIGHT COUNTRIES » 1948-1973 


HUTCHINSON M C 1974 16-2 
HUTCHINSON M C 
TRANSNATIONAL TERRORISM AS A POLICY ISSUE ( VIOLENCE ) 


HYDE M S 1974 2-2 
LEVINE M D HYDE M S 
INCUMBENCY AND THE THEORY OF POLITICAL AMBITION == A 
RATIONAL=CHOICE MODEL ( CANDIDACY » RECRUITMENT ) 


IRELAND M 1974 
IRELAND M 
IMPLICIT SOCIAL COSTS OF PRIVATE CAMPAIGN FINANCING 
IRELAND TR 1974 
IRELAND TR MITCHELL WE 
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EFFECTS OF CIRCUIT-BREAKER LEGISLATION ON LOCAL PUBLIC 
GOOD SELECTION ( HOUSING , WOTING ) 


JACEK H 1974 5-7 
CUNNINGHAM R JACEK H 
ETHNIC CLEAVAGES AS mw SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTI-PARTY CASE -- AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 
( POLITICAL=-BEHAVIOR 


JACKNIS N J 1974 4-4 
JACKNIS N J 
LEARNING IN POLITICAL DECISION-MAKING ENVIRONMENTS 
( EXPERIMENT ) 


JACKSON JE 1974 11-2 
JACKSON JE 
ISSUES » PARTY CHOICES , AND PRESIDENTIAL VOTES 
( ELECTORAL-PROCESS PUBLIC-POLICY ) 


JACOB H 1974 14-1 
JACOB H EISENSTEIN J 
SENTENCES AND OTHER SANCTIONS [IMPOSED ON FELONY DEFENDANTS 
IN BALTIMORE » CHICAGO , AND DETROIT ( CRIMINAL ) 


JACOBSON G C 1974 43-3 
JACOBSON GC 
THE IMPACT OF BROADCAST CAMPAIGNING ON ELECTORAL OUTCOMES 


JACOBSON H 1974 16-3 
COX R W JACOBSON HK 
IGOS AND WORLD ECONOMIC POLICY IN THE PERSPECTIVE OF 
DEPENDENCY RELATIONSHIP ( INTERGOVERNMENTAL-ORGANIZATIONS ) 


JAFFA H V 1974 3-1 

JAFFA H V 
EQUALITY AS A CONSERVATIVE PRINCIPLE 

JAFFE E A 1974 8-2 
JAFFE E A 
COLLEGES AS POLITICAL COMMUNITIES IN THE 1960S 

JANDA K 1974 L2-4 
JANDA K 


AMERICAN AND EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION » CENTRALIZATION ,» COHERENCE » AND 


INVOLVEMENT 

JENNINGS M K 1974 10-3 
JENNINGS M K MARKUS G B 
THE EFFECT OF MILITARY SERVICE ON POLITICAL ATTITUDES -- A 
PANEL-STUDY 

JOHANNES JR 1974 13-5 


JOHANNES JR 
STUDY AND RECOMMEND -- STATUTORY REPORTING REQUIREMENTS AS 
A TECHNIQUE OF LEGISLATIVE INITIATION 


JOHNSON L 1974 10-3 
JOHNSON L 
POLITICAL ALIENATION AMONG WOUNDED VIETNAM VETERANS -- 
AN EXPLORATORY STUDY 


JOHNSON M G 1974 5-6 
JOHNSON M G JOHNSON S B 
ANTI-DISCRIMINATION POLICIES IN THE UNITEOD-STATES ANDO 
INOIA ( MINORITIES ) 


JOHNSON R W 1974 6-7 
JOHNSON R W 
WASHINGTON-O0C -- SPATIAL COMPROMISE AND NATIONAL 
COHESION ( POLITICAL=DEVELOPMENT ) 


JOHNSON S B 1974 5-6 
JOHNSON M G JOHNSON S B 
ANTI-OISCRIMINATION POLICIES IN THE UNITED-STATES AND 
INOIA ( MINORITIES ) 


KANET RE 1974 17-4 
KANET RE 
THE COMMUNIST PARTY OF THE SOVIET-UNION AND SOVIET 
POLITICS -- RECENT WESTERN INTERPRETATIONS 


KAPLAN M A 1974 15-3 
KAPLAN M A 
ISOLATION OR INTERDEPENDENCE -- THE CHOICES BEFORE US 
KARIEL # S 1974 8-2 
KARIEL H S 
ON THE POSSIBILITIES OF PRAXIS ( POWER ) 
KARL 8 D 1974 19-1 
KARL B 
Ceo Eo Me -= POLICY SCIENTIST OR SCIENCE POLITICIAN 
( MERRIAM ) 
KAUTSKY J H 1974 6-5 


KAUTSKY J H 


THE POLITICS OF REVOLUTIONARY CHANGE -- MEXICO AND THE 
SOVIET-UNION 


KAYSER JR 1974 15-2 
MOORE DO W KAYSER JR 
DEMOCRACY MAKES A DIFFERENCE -- DEMOCRATIC THEORY AND 
FOREIGN-POLICY 


KEGLEY C W JR 1974 16-1 
KEGLEY C W UR 
MEASURING THE GROWTH AND DECAY OF TRANSNATIONAL NORMS 
RELEVANT TO THE CONTROL OF VIOLENCE 


KELLY GA 1974 3-3 
KELLY GA 
HEGEL -- OUR CONTEMPORARY IN POLITICS AND HISTORY 
( PHILOSOPHY ) 


KENNY C 1974 vo4 
LUPFER M KENNY C 
CHILDRENS REACTIONS TO THE PRESIDENT -- PRE-ANO-POST 
WATERGATE FINDINGS 
KEOHANE N O 1974 3-9 
KEOHANE N O 


PHILOSOPHY AND BASILODICY -=- ANALYSIS AND JUSTIFICATION 
IN POLITICAL-THOUGHT 


KEYES G 1974 16-2 
KEYES G 
FORCE WITHOUT FIREPOWER -- A DOCTRINE OF UNARMED MILITARY 
SERVICE 

KIM CL 1974 13-1 
KIM CL GREEN J J OCONNOR P F 


ENGSTROM RL 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE <-- A 
PRELIMINARY=REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
( REPRESENTATION ) 


KIRKPATRICK J J 1974 7-5 
KIRKPATRICK J J 
REPRESENTATION IN NATIONAL POLITICAL CONVENTIONS -- THE 
CASE-OF -1972 


KIRKPATRICK S A 1974 6-6 
KIRKPATRICK S A 
AGE AND IDEOLOGY -- A COHORT ANALYSIS OF ATTITUDE 
CONSTRAINT IN THE AMERICAN PUBLIC 


KLIEN G 1974 5-6 
KLIEN G 
THE ROLE OF ETHNICITY IN THE CZECHOSLAVAK CRISIS OF -1968 
AND IN THE YUGOSLAV CRISIS OF -1971 


KNUTH L 1974 5-4 
TESSLER MA KNUTH L 
TOWARD A THEORY OF POLITICAL CLUTURE OF NON-ASSIMILATING 
MINORITIES -- JEWS IN TUNISIA AND MOROCCO AND ARABS IN 
ISRAEL 


KOBAYASHI B Y 1974 10-2 
KOBAYASHI 8B Y 
POLITICAL ALIENATION AND PARTICIPATION -- A PROBLEM OF 


CONCEPTUALIZATION AND THEORY AS APPLIED TO COLLEGE STUDENTS 


KOEHLER DH 1974 2-3 
KOEHLER DH 
A THEORY OF LEGISLATIVE COALITION FORMATION 
KOHL WL 1974 13-4 
KOHL WL 


THE NIXON KISSINGER FOREIGN-POLICY SYSTEM AND U.S. 
EUROPEAN RELATIONS -- PATTERNS OF POLICY-MAKING 
( BUREAUCRATIC-POLITICS ) 


KORT F 1974 14-2 
KORT F 
A SPECIAL AND A GENERAL MULTIVARIATE THEORY OF JUDICIAL 
DECISIONS 

KOTLER N G 1974 8-2 
KOTLER N G 


THE DECLINE OF POLITICAL COMMUNITY IN NEW-ENGLAND TOWNS -- 
THE IMPACT ON CITIZEN PARTICIPATION AND EDUCATION 


KRANE D 1974 6-5 
KRANE D 
LONGITUDINAL PATTERNS OF CENTRALIZATION ANO DEVELOPMENT -- 
TESTING THEORIES OF GOVERNMENT ORGANIZATION 


KRAUSS WR 1974 2-6 
KRAUSS WR 
POLITICAL RESOURCES AND LIABILITIES -- SOME THEORETICAL 


AND EMPIRICAL CONSIDERATIONS 


KUBOTA A 1974 11-3 
KUBOTA A 
PARTY-IDENTIFICATION ANDO SOCIAL CLEAVAGE IN JAPAN 
( VOTING ) 
KURODA A K 1974 $-2 
KURODA A K 


ETHNICITY AND INTERNATIONAL RELATIONS -- JAPANESE 
INVESTMENTS IN HAWAII 


KURODA Y 1974 13-6 
KURODA Y 
SUCCESSFUL POLITICIANS IN THE JAPANESE-HOUSE-OF - 
REPRESENTATIVES , 1890-1972 


KYLE P A 1974 7-3 
KYLE P A 
SOCIALIZATION AND RECRUITMENT PATTERNS OF WOMEN IN PARTY 
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ELITE IN NORTH-CAROLINA 


LABAW P 1974 10-4 
LABAW P RAPPEPORT M 
ALIENATION POLICY VS. STRUCTURE 


LACORNE DC J 1974 12-3 
LACORNE OC J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM -~- THE 
BELIEFS OF COMMUNIST MUNICIPAL ELITES ( MAYORS ¢ 
PARTISANSHIP ) 


LAING J D 1974 2-6 
FRIEND K E LAING J 0 MORRISON R J 
GAME THEORETICAL ANALYSES OF COALITION BEHAVIOR 
LAKOFF S A 1974 4°5 
LAKOFF S A 
SCIENTISTS AND THE ADVERSARY PROCESS ( POLITICAL-BEHAVIOR ) 
LANDE C H 1974 12-7 
LANDE C H CURRY J A 


LOCAL LEVEL FACTIONALISM IN THE PHILIPPINES 


LATCHAM J S 1974 13-2 
LATCHAM J S HAMILTON H OD 
PURPOSIVE ROLES OF CITY-COUNCILMEN ( LEGISLATIVE ) 


LAURANCE E J 1974 16-2 
LAURANCE E J ROSS G 
INFLUENCE OVER THE USE OF VIOLENCE GAINED THROUGH ARMS 
TRANSFERS TO DEVELOPING STATES 


LEAVITT 1974 14-2 
LEAVITT D 
CHANGING ISSUES » IDEOLOGICAL AND POLITICAL INFLUENCES ON 
THE UeSe SUPREME=COURT » 1893-1945 ( ATTITUDES ) 


LEE MM 1974 7-3 
LEE M M 
TOWARDS UNDERSTANDING WHY FEW WOMEN HOLD PUBLIC OFFICE -- 
FACTORS AFFECTING THE PARTICIPATION OF WOMEN IN LOCAL 
POLITICS 


LEUTHOLD O A 1974 13-1 
PORTER H O LEUTHOLD D A 
ACQUIRING LEGISLATIVE EXPERTISE -- APPOINTMENTS TO STANDING 
COMMITTEES IN THE STATES 


LEVINE C H 1974 8-5 
PERRY JL LEVINE C H 
AN INTERORGANIZATIONAL ANALYSIS OF POWER » CONFLICT , 
AND SETTLEMENTS IN PUBLIC SECTOR COLLECTIVE BARGAINING 


LEVINE 0 H 1974 7-6 
LEVINE DH 
CAREER PATTERNS AND PERSPECTIVES OF CHURCH ELITES IN 
VENEZUELA AND COLOMBIA 


LEVINE M DO 1974 2-2 
LEVINE M HYDE MS 
INCUMBENCY ANDO THE THEORY OF POLITICAL AMBITION <-- A 
RATIONAL-CHOICE MODEL CANDIDACY , RECRUITMENT 


LEVINE WT 1974 6-5 
LEVINE W T 
POLITICAL CHANGE -= SOME INDICATORS OF ENDURING STABILITY 
IN UNSTABLE POLITICAL SYSTEMS ( AFRICA ) 
LIEBER H 1974 9-2 
LIEBER H 


FEDERALISM AND CLEAN WATERS -- A STUDY OF INTERGOVERNMENTAL 
RELATIONS AND THE 1972 WATER POLLUTION CONTROL ACT 
( POLICY ) 


LIEBERMAN C 
LIEBERMAN C 
THE EVOLUTION OF PRESIDENTIAL RELATIONSHIPS WITH STATE 
AND LOCAL GOVERNMENT <= REVENUE-SHARING AND GRANTS-IN-AID 


LIEBSCHUTZ S F 1974 9-3 
LIEBSCHUTZ S F 
GENERAL REVENUE SHARING AND POLITICAL ENTREPRENEURSHIP 
AT THE LOCAL LEVEL 


LINDBLOM C E 1974 19-1 
LINOBLOM C E 
POLITICAL PRUDENCE ANO THE INTELLIGENCE OF DEMOCRACY 


( MERRIAM ) 
LODGE M 1974 
LOOGE M CROSS DO TURSKY 8B 


TANENHAUS J 
THE PSYCHOPHYSICAL SCALING AND VALIDATION OF A POLITICAL 
SUPPORT SCALE 


LONG S 1974 10-6 
LONG S 
SOCIALIZATION TO REVOLT -- POLITICAL ALIENATION AND 
POLITICAL VIOLENCE CONDONATION AMONG WHITE AND BLACK 
YOUTH ( SOCIAL=-DEPRIVATION ) 


LOWENTHAL A F 1974 435-3 
LOWENTHAL A F 
BUREAUCRATIC POLITICS ANO UNITED=STATES POLICY TOWARD 
LATIN-AMERICA AN INTERIM=RESEARCH-REPORT 


LUPFER M 1974 7-1 
LUPFER M KENNY C 
CHILDRENS REACTIONS TO THE PRESIDENT -- PRE-AND-POST 
WATERGATE FINDINGS 


LuTz 0S 1974 2-3 
tuTzZ OS WILLIAMS JR 
THE APPLICABILITY OF THE MINIMUM COALITION THEORY TO 
LEGISLATURES -- A REVIEW OF THE EVIDENCE AND A PROPOSAL 
CONCERNING RATIONALITY 


MACIOTI 1974 1-2 
MACIOTI M 
SCIENCE AND TECHNOLOGY AND EUROPEAN INTEGRATION 
( COMMON-MARKET ) 


MAIMAN R J 1974 14-5 
MAIMAN R J 
PRIVATE ATTORNEYS IN JUVENILE COURT -- THE IMPACT OF 
IN-RE-GAULT ( DUE-PROCESS , ATTITUDES ) 


MALLY G 1974 15-5 
MALLY G 
THE EUROPEAN-AMERICAN CONNECTION ( EUROPE UeS.e 
MARGOLIS H 1974 2-4 
MARGOLIS H 


WHAT IT TAKES TO AVOID ARROWS-PARADOK ( MAJORITY=RULE ) 


MARGULIES S L 1974 17-1 
MARGULIES S L 
BEHAVIOR MODIFICATION PROGRAMS IN AMERICAN PRISONS -- 
A CASE-STUDY IN PUBLIC-POLICY AND HUMAN CONTROL TECHNOLOGY 


MARKHAM W G 1974 14-1 
MARKHAM W G 
CHROMATIC JUSTICE == COLOR AS AN ELEMENT OF THE OFFENSE 
( CRIMINAL ) 


MARKS JS 1974 
FARLEY L T MARKS JS 
CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -- MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 


MARKUS G B 1974 10-3 
JENNINGS M K MARKUS G B 
THE EFFECT OF MILITARY SERVICE ON POLITICAL ATTITUDES -- A 
PANEL-STUDY 


MARSHALL DR 1974 9-3 
BROWNING R MARSHALL DR 
IMPLEMENTATION OF MODEL CITIES AND REVENUE SHARING 
IN 10 BAY-AREA CITIES -- DESIGN AND FIRST FINDINGS 


MARTIN WC 1974 6-5 
MARTIN W C HOPKINS K 
POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY -- 
CLEAVAGE CRYSTALLIZATION AND THE FORMATION OF THE 
POLITICAL PROCESSES IN FINLAND , 1900-1918 ( ELECTORAL , 
PARTY ) 


MATASAR A B 1974 5-1 
MATASAR A 8 
ETHNIC AND RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM -- A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


MATHENY 1974 12-2 
GREENBERG SR MATHENY R 
THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS <-- 
A STUDY OF PRIMARY AND GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES ( INTEREST-GROUPS , NEWSPAPERS ) 


MATHENY R W 1974 13-2 
MATHENY R W 
ROLE CONFLICT -- A QUANTITATIVE ANALYSIS OF THE URBAN 
LEGISLATOR ( DECISION-MAKING ) 


MAYER LS 1974 2-3 
BERND JL MAYER LS HOYER R 
SOME PROBLEMS OF THE THEORY OF POLITICAL COALITIONS AS 
APPLIED TO THE JUDICIARY RIKER ) 


MAZMANIAN D A 1974 1-3 
MAZMANIAN D A 
CITIZENS AND THE ASSESSMENT OF TECHNOLOGY -=- AN EXAMINATION 
OF THE PARTICIPATION THESIS ( EVALUATION ) 


MCBEATH GA 1974 5-4 
MCBEATH G A 
STRATEGIES AND MOBILIZATION TACTICS OF ETHNIC ELITES -- 
OVERSEAS CHINESE 


MCCARTHY S 8B 1974 12-2 
MCCARTHY S B 
GATE-KEEPING IN THE NOMINATIONS PROCESS IN YUGOSLAVIA 
( ELECTIONS ) 


MCCLAIN J D 1974 10-4 
MCCLAIN J D0 
TRUST ,» EFFICACY AND ALIENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH -=- BEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 


MCCLURE R DO 197% 11-2 
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PATTERSON T E MCCLURE R D METER K J 
ISSUE VOTING ANDO VOTER RATIONALITY -- A PANEL-ANALYSIS 


MCCORRY J J 1974 8-3 
MCCORRY J J 
ENVIRONMENTAL PERMISSIVENESS -- LIMITS ON ORGANIZATIONAL 
INNOVATION ( BUREAUCRACY ) 


MCCURDY HE 1974 7-1 
MCCURDY H E 
THE PHYSICAL MANIFESTATIONS OF AN EXPANDING PRESIDENCY -- 
A TOUR OF THE WHITE-HOUSE AND EXECUTIVE AGENCIES 


MCGOWAN 1974 17-3 
MCGOWAN 6B 
THE OTTOMAN CONSTITUTIONAL ADVENTURE -= A SEARCH FOR THE 
GOLOEN-FLEECE 


MCGRATH WE 1974 7-3 
SGULE J W MCGRATH WE 
A COMPARATIVE-STUDY OF MALE-FEMALE POLITICAL ATTITUDES AT 
CITIZEN AND ELITE LEVELS 


MCKINLAY R DO 1974 6-5 
MCKINLAY R DO COHAN AS 
MILITARY COUPS , MILITARY REGIMES , AND SOCIAL CHANGE 


MCWHIRTER III OA 1974 4-1 
MCWHIRTER III DO A 
TESTING FOR GROUPTHINK == THE EFFECT OF ANTICIPATED GROUP 
MEMBERSHIP ON INDIVIOUAL DECISION-MAKING ( RISK=-TAKING ) 


METER K J 1974 11-2 
PATTERSON T E MCCLURE R DO METER K J 
ISSUE VOTING AND VOTER RATIONALITY -- A PANEL-ANALYSIS 
MENDEL D H JR 1974 17-4 


MENDEL 0 H JR 
THE KMT ON TAIWAN IN A TIME OF TRIALS ( KUOMINTANG , 
PARTY ) 


MEZEY ML 1974 13-6 
MEZEY ML MEZEY S G 
STUDENT ATTITUDES TOWARD THE LEGISLATURE <-- A 
CROSS=-NATIONAL , MULTI-INSTITUTIONAL APPROACH 


MEZEY S G 1974 13-6 
MEZEY ML MEZEY S G 
STUDENT ATTITUDES TOWARD THE LEGISLATURE <= A 
CROSS-NATIONAL » MULTI-INSTITUTIGNAL APPROACH 


MIOLARSKY M I 1974 6-3 
MIDLARSKY M I 
THE URBAN RIOTS == DIFFUSION OR RACE WAR ( VIOLENCE ) 


MILCH JE 1974 1-3 
MILCH JE 
FEASIBLE AND PRUDENT ALTERNATIVES -- AIRPORT DEVELOPMENT IN 
THE AGE OF PUBLIC PROTEST ( DECISION-MAKING » OPPOSITION ) 


MILLER A H 1974 10-1 
MILLER A H 
CHANGE IN POLITICAL TRUST -=- DISCONTENT WITH AUTHORITIES 
AND ECONOMIC POLICIES » 1972-73 ( LEADERSHIP ) 


MILLER C M 1974 10-6 
HICKS M G MILLER C M STONE DO 
MILLER J 


THE ACQUISITION OF BLACK POLITICAL IDENTITY IN 
PETERSBURG-VIRGINIA 


MILLER J 1974 10-6 
HICKS M G MILLER C M STONE D 
MILLER J 


THE ACQUISITION OF BLACK POLITICAL IDENTITY IN 
PETERSBURG-VIRGINIA 


MILLER RE 1974 11-6 
MILLER RE 
AN EMPIRICAL MODEL OF THE VOTERS DECISIONAL CALCULUS 
MINGST K A 1974 16-3 
MINGST K A 


A FRAMEWORK FOR ANALYZING THE PROCESS AND OUTPUT OF 
COMMODITY POLICY BETWEEN DEVELOPED AND DEVELOPING NATIONS 


MITCHELL C 1974 12-7 
MITCHELL C 
FACTIONALISM AND POLITICAL CHANGE IN BOLIVIA 
MITCHELL WE 1974 2-5 
IRELAND TR MITCHELL WE 


EFFECTS OF CIRCUIT-GBREAKER LEGISLATION ON LOCAL PUBLIC 
GOOO SELECTION ( HOUSING » VOTING ) 


MOHAPATRA M K 1974 13-6 
MOHAPATRA M K 
COLLEGE YOUTH AND THE LEGISLATORS ROLE IN A MODERNIZING 
LEGISLATURE -- PRELIMINARY=REPORT OF AN EMPIRICAL-STUDY 


( INDIA ) 
MOON J D 1974 3-7 
MOON J D 
IN WHAT SENSE ARE THE SOCIAL=SCIENCES METHODOLOGICALLY 
DISTINCTIVE 


MOORE D W 197% 15-2 
MOORE D KAYSER JR 
DEMOCRACY MAKES A DIFFERENCE -- DEMOCRATIC THEORY AND 
FOREIGN-POLICY 

MORRISON R J 197% 2-4 
FRIEND K E LAING JD MORRISON R J 
GAME THEORETICAL ANALYSES OF COALITION BEHAVIOR 

MURRAY R 197% 8-2 
MURRAY R VEDLITZ A 


POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -- BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS , AND NEW-ORLEANS 


MYERS F E 1974 9-4 
MYERS 
APPLYING POLITICAL SCIENCE TO THE ESTIMATION OF POLITICAL 
FEASIBILITY -- THE CASE OF COASTAL ZONE MANAGEMENT 
( CONSTITUENCIES } 


NAGEL S 1974 14-4 
NAGEL S NEEF M 
SOME NEW DIRECTIONS IN APPLYING ECONOMIC MODELING TO 
JUDICIAL RESEARCH 


NASH GH 1974 3-1 
NASH GH 
CONSERVATIVE ICONOCLAST <= THE INTELLECTUAL ODYSSEY OF 
WILLMOORE KENDALL 


NATHAN J A 1974 16-1 
NATHAN J A 
THE MISSILE CRISIS -- HIS FINEST HOUR NOW ( CUBA ) 
NATHAN R P 1974 9-3 
NATHAN R P 
MONITORING REVENUE SHARING ( POLICY ) 
NAU HR 1974 ie2 
NAU HR 


R-0 ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS » CAPABILITIES AND RESPONSES 
( COMMON-MARKET RESEARCH » DEVELOPMENT ) 


NEEF M 1974 14-4 
NAGEL S$ NEEF M 
SOME NEW DIRECTIONS IN APPLYING ECONOMIC MODELING TO 
JUDICIAL RESEARCH 


NEF J 1974 12-7 
NEF J 
POLITICAL FACTIONALISM AND POLITICAL STALEMATE -- 
CHILEAN POLITICS 1920-1970 


NELSON G 1974 13-4 
NELSON G 
PARTISAN PATTERNS OF HOUSE LEADERSHIP CHANGE » 1791-1973 
NICKEL S H 1974 3-8 
NICKEL S H 
POLITICAL THEORY IN SCIENCE-FICTION ~_ 
NOBLE L G 1974 5-2 
NOBLE L G 
ETHNICITY AND PHILIPPINE MALAYSIAN RELATIONS 
NOURSE H 1974 
BISH RL NOURSE H O 
COLLECTIVE CHOICE IN UR3SAN ZONING REGULATION 
OCONNOR P F 1974 13-1 
KIM CL GREEN J J OCONNOR P F 


ENGSTROM RL 

LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE -- A 
PRELIMINARY=REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
( REPRESENTATION ) 


OLEARY M K 1974 9-4 
OLEARY M K COPLIN WD 
A REPORT ON PROJECT QUEST -- CASE STUDIES IN THE USE OF 
QUANTITATIVE TECHNIQUES OF ESTIMATION AND FORECASTING IN 
FOREIGN-POLICY ANALYSIS ( INTELLIGENCE-RESEARCH ) 


OLSON L K 1974 75 
OLSON L K 
POWER » PUBLIC POLICY AND THE ENVIRONMENT -- THE DEFEAT 
OF THE 1976 WINTER-OLYMPICS IN COLORADO 


ONUF N G 1974 16-4 
ONUF N G SLATER RO 
LAW-EXPERTS AND THE MAKING OF FORMAL OCEAN POLICIES 
OPPENHEIMER J 1974 2-5 
FROHLICH N HUNT T OPPENHEIMER J 


WAGNER H R 
INOIVIOUAL CONTRIBUTIONS TO COLLECTIVE GOODS -- 
ALTERNATIVE MODELS 


OPPENHEIMER J A 1974 11-2 
FROLICH N OPPENHEIMER J A SMITH J 
YOUNG O R 
A TEST OF DOWNSIAN VOTER RATIONALITY -- 1964 PRESIDENTIAL 
VOTING 
ORLANS H 1974 1-6 
ORLANS H 
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NEUTRALITY AND ADVOCACY IN POLICY RESEARCH 


OSTROM V 1974 8-4 
OSTROM V 
LANGUAGE » THEORY ANDO EMPIRICAL RESEARCH == ELEMENTS OF 
PARADIGM REFORMULATION IN PUBLIC ADMINISTRATION 


PALETZ OL 1974 18-3 
PALETZ DL 
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ADVOCACY 1974 1-6 

ORLANS H 

NEUTRALITY AND ADVOCACY IN. POLICY RESEARCH 
AFFECTIVE 1974 14-2 

DUCAT C R FLANGO VE 


AFFECTIVE AND EFFECTIVE LEADERSHIP ON STATE SUPREME-COURTS 
“- THE ROLE OF THE CHIEF=JUSTICE ( VOTING » DISSENT , 
CouRTS ) 


AFRICA 1974 6-3 
SCARRITT JR 
THE DIFFUSION AND INVENTION OF LEGISLATIVE AND PARTY 
STRUCTURES IN ANGLOPHONE AFRICA 
1974 6-5 
LEVINE WT 
POLITICAL CHANGE -- SOME INDICATORS OF ENDURING STABILITY 
IN UNSTABLE POLITICAL SYSTEMS ( AFRICA ) 


AGE 1974 1-3 
MILCH J E 
FEASIBLE AND PRUDENT ALTERNATIVES <= AIRPORT DEVELOFMENT IN 
THE AGE OF PUBLIC PROTEST ( DECISION-MAKING 4, OPPOSITION ) 
1974 6-6 


PEDERSEN J T 
AGE AND POLITICAL CHANGE IN THE ELECTORATE 

1974 6-6 
KIRKPATRICK S A 
AGE AND IDEOLOGY -- A COHORT ANALYSIS OF ATTITUDE 
CONSTRAINT IN THE AMERICAN PUBLIC 


AGENCIES 1974 9-4 
HARRIS C M 
THE POLICY TRANSFER PROCESS -- THE IMPLEMENTATION OF 
COMMUNITY ACTION AGENCIES IN WISCONSIN 
1974 7-1 
MCCURDY H E 
THE PHYSICAL MANIFESTATIONS OF AN EXPANDING PRESIDENCY -- 
A TOUR OF THE WHITE=-HOUSE AND EXECUTIVE AGENCIES 
1974 15-4 
RANSOM H H 
THE U.sSe CONGRESS AND AMERICAN SECRET INTELLIGENCE AGENCIES 


AGENCY 1974 13-5 
BECKMAN N 
USE OF A STAFF AGENCY BY THE CONGRESS -- EXPERIENCES OF THE 
CONGRESSIONAL RESEARCH SERVICE UNDER THE LEGISLATIVE 
REORGANIZATION-ACT OF -1970 


AGENDA 1974 6-3 
WALKER JL 
THE DIFFUSION OF KNOWLEDGE AND POLICY CHANGE -=- TOWARD A 
THEORY OF AGENDA SETTING ( ELITE 4 CONSENSUS ) 
AGGREGATE 1974 11-1 
FARLEY L T MARKS JS 


CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -=- MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 


AGRICULTURAL 1974 2-3 
BARTON W V 
COALITION-BUILDING IN THE HOUSE-OF-REPRESENTATIVES 
AGRICULTURAL LEGISLATION IN 1973 


ATRPORT 1974 1-3 
MILCH JE 
FEASIBLE AND PRUDENT ALTERNATIVES -- AIRPORT DEVELOPMENT IN 
THE AGE OF PUBLIC PROTEST ¢( DECISION-MAKING 4, OPPOSITION ) 
ALTENATION 1974 8-1 
WHITEHCRN A 
WORKERS SELF-MANAGEMENT == SOCIALIST MYTH OR 
PROGNOSTICATION -= AN ANALYSIS OF ALIENATION , 


PARTICIPATION AND POLYARCHY 
1974 10-6 
LONG S 
SOCIALIZATION TO REVOLT -- POLITICAL ALTENATION AND 
POLITICAL VIOLENCE CCNDONATION AMONG WHITE AND BLACK 
YOUTH ( SOCIAL=DEPRIVATION ) 
1974 10-2 
KOBAYASHI 8 Y 
POLITICAL ALIENATION AND PARTICIPATION -= A PROBLEM OF 
CONCEPTUALIZATION ANN THEORY AS APPLIED TO COLLEGE STUDENTS 
1974 10-3 
JOHNSON L 
POLITICAL ALIENATION AMONG WOUNDED VIETNAM VETERANS <= 
AN EXPLORATORY STUDY 


1974 10-4 
ENTMAN 2 M PROTHO J W SHARP E F 
THE MASS=MEDIA 4 DISSONANT EVENTS » AND ALIENATION -- A 


PANEL=STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 


1974 10-4 
LABAW P RAPPEPORT M 
ALTENATION -- POLICY VS. STRUCTURE 
1974 10-4 
GABOURY M 
THE IMPACT OF WATERGATE -= NOTES ON THE SEARCH FOR 
LEADERSHIP ( ALTENATION ) 
1974 10-4 


MCCLAIN J D9 
TRUST » EFFICACY AND ALTENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH += BEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 


ALLIES 1974 2-6 
BAUGH W H 
COUPLING BETWEEN MAJOR POWERS AND THEIR WEAK ALLIES -- 
RICHARDSON MODELLING APPROACH ( STABILITY ) 


AMATEUR 1974 12-2 
DEFELICE E G 
PRE-CONVENTION POLITICS -= THE SURGE OF AMATEUR DELEGATES 
FROM ILLINOIS » 1972 ( NOMINATIONS » CCNVENTION ) 


AMBITION 1974 2-2 
LEVINE M HYDE MS 
INCUMBENCY AND THE THEORY OF POLITICAL AMBITION <= A 
RATIONAL=CHOICE MODEL (€ CANDIDACY », RECRUITMENT ) 


AMBITIONS 1974 13-1 
THOMPSON WN 
AN ANALYSIS OF THE LEGISLATIVE AMSITIONS OF STATE 
CONSTITUTIONAL CONVENTION DELEGATES 


AMERICAN 1974 3-1 
HART J 
THE AMERICAN CONSERVATIVE MOVEMENT -= A THEORETICAL 


BALANCE SHEET 
1974 3-2 
THOMPSON K W 
NIEBUHRS CONCEPTION OF AMERICAN AND WORLD POLITICS 
1974 4-2 
FRANK RS 
PSYCHOLINGUISTIC AND PHYSIOLOGICAL COMPARISONS OF GERMAN 
AND AMERICAN ELITES IN INTERVIEW SITUATIONS 
1974 6-6 
KIRKPATRICK S A 
AGE AND IDEOLOGY -- A COHORT ANALYSIS CF ATTITUDE 
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CONSTRAINT IN THE AMERICAN PUBLIC 


AMERICAN 
WYNER A J 
THE POLITICAL AND ADMINISTRATIVE CONSTITUENCIES OF AMERICAN 
OMBUDSMEN -- SOME COMMENTS ON THE PREMISE OF INDEPENDENCE 
1974 16-2 


1974 9-7 


BREWER TL 
A LEARNING BEHAVIOR APPROACH TO POLICY ANALYSIS -= THE CASE 
OF AMERICAN ARMS CONTROL POLICY 
1974 17-1 
MARGULIES S L 
BEHAVIOR MODIFICATION PROGRAMS IN AMERICAN PRISONS -- 
A CASE-STUDY IN PUBLIC POLICY AND HUMAN CONTROL TECHNOLOGY 
1974 11-2 
REPASS DE 
LEVELS OF RATIONALITY AMONG THE AMERICAN ELECTORATE 
( POLITICAL-AWARENESS ) 
1974 
JANDA K 
AMERICAN AND EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION » CENTRALIZATION , COHERENCE » AND 


INVOLVEMENT 
1974 7-4 
PARSONS R W BARTON AH 
SOCIAL BACKGROUND AND POLICY ATTITUDES OF AMERICAN LEADERS 
1974 10-1 
DENNIS J 
TRENDS IN PUBLIC SUPPORT FOR THE AMERICAN POLITICAL PARTY 
SYSTEM 
1974 15-4 
RANSOM H H 
THE UeSe CONGRESS AND AMERICAN SECRET INTELLIGENCE AGENCIES 
1974 10-4 
MCCLAIN J D 


TRUST » EFFICACY AND ALTENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH -- BEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 
1974 10-5 
SEITZ S T 
SOCIAL UNREST AND CRITICAL ELECTIONS -- PERIODICITY IN 
AMERICAN HISTORY ( VIOLENCE , CRITICAL-ELECTIONS ) 
1974 14-6 
GROSSMAN J SARAT A 
A REPORT OF SOME SOCIAL » POLITICAL AND ECONOMIC 
CORRELATES OF LITIGATION IN THE AMERICAN STATES 
1974) 15-5 
PFALTZGRAFF R L UR 
THE MIDOLE-EAST CRISIS -= IMPLICATIONS FOR THE EUROPEAN 
AMERICAN RELATIONSHIP 


AMERICAN-SOUTH 
BECK P A 
PARTISAN STABILITY AND CHANGE IN THE AMERTICAN=SOUTH , 
1952-1972 ( PARTY-IDENTIFICATION ) 


1974 11-3 


ANARCHISM 1974 3-6 
RITTER A 
TECHNOLOGY AND ANARCHIS™ 

ANGLO 1974 
BARGER H M 


IMAGES OF THE PRESIDENT AND POLICEMAN AMONG BLACK 
MEXICAN=AMERICAN AND ANGLO SCHOOL CHILDREN -- 
CONSIDERATIONS ON WATERGATE 


ANGLO-AMERICAN 
COVEYOU M 
IDEOLOGY AND THE QUALITY OF ANGLO-AMERICAN PARTY IMAGERY 
( ATTITUDES ) 


1974 11-4 


ANGLOPHONE 
SCARRITT J R 
THE DIFFUSION AND INVENTION OF LEGISLATIVE AND PARTY 
STRUCTURES IN ANGLOPHONE AFRICA 


1974 6-3 


ANTI-=DISCRIMINATION 
JOHNSON M G JOHNSON S B 
ANTI-DISCRIMINATION POLICIES IN THE UNITED=-STATES 
INDIA ( MINORITIES ) 


1974 5-6 


ANTI-SYSTEM 
SANI G 
MASS PERCEPTIONS OF ANTI-SYSTEM PARTIES -=- THE CASE OF 
ITALY ( CLEAVAGES , COALITIONS ) 


1974 12-3 


ANTI-WAR 
RADINE L B 
THE CAREER OF A GI ANTI-WAR ORGANIZER WITHIN THE UeSe ARMY 
( DOMINATION ) 


1974 17-1 


APPOINTEES 
CAMPBELL C 
APPOINTEES TO PUBLIC OFFICE -- A CAUSAL=ANALYSIS OF 
INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 


1974 13-6 


APPOINTMENTS 
PORTER H O LEUTHOLD DA 
ACQUIRING LEGISLATIVE EXPERTISE -- APPOINTMENTS TO STANDING 
COMMITTEES IN THE STATES 


1974 13-1 


APPROACH 1974 6-1 
BRUNNER R O 
POLITICAL SYMBOLS -- A PROCESS APPROACH TO POLITICAL 
CHANGE 


APPROACH 1974 2-6 

BAUGH WH 

COUPLING BETWEEN MAJOR POWERS ANDO THEIR WEAK ALLIES -- 

RICHARDSON MODELLING APPROACH ( STABILITY ) 
1974 16-2 

BREWER TL 

A LEARNING BEHAVIOR APPROACH TO POLICY ANALYSIS -- THE CASE 


OF AMERICAN ARMS CONTROL POLICY 


1974 2-2 
WENDELL RE 
ON COMMITTEE DECISIONS UNDER MAJORITY-RULE -- A SPATIAL 
APPROACH ( PREFERENCES ) 

1974 15-2 


TROUT BT 
POLITICAL LEGITIMATION IN THE FOREIGN-POLICY PROCESS -- 
A CONCEPTUAL APPROACH 
1974 14-5 
BROWN D W STOVER R V 
AN ECONOMIC APPROACH TO COMPLIANCE WITH COURT OECISIONS 


( UTILITY-THEORY ) 


1974 13-6 
MEZEY ML MEZEY S G 
STUDENT ATTITUDES TOWARD THE LEGISLATURE -= A 
CROSS=NATIONAL MULTI-INSTITUTIONAL APPROACH 
ARAB 1974 5-3 
SHILLING N A 
THE SOCIAL AND POLITICAL ROLES OF ARAB WOMEN -- A STUDY IN 
CONFLICT 
ARABS 1974 5-4 
TESSLER WM A KNUTH L 


TOWARD A THEORY OF POLITICAL CULTURE OF NON=ASSIMILATING 


MINORITIES -- JEWS IN TUNISTA AND MOROCCO AND ARABS IN 
ISRAEL 
ARISTOTLE 1974 3-5 
WINTHROP D 
ARISTOTLE -- DEMOCRACY AND POLITICAL PHILOSOPHY 
ARMS 1974 16-1 
ZINNES D A GILLESPIE Jv V SCHROOT P A 
AN ANALYSIS OF A MULTISTAGE GAME MODEL OF ARMS RACES 
1974 16-2 
BREWER TL 
A LEARNING BEHAVIOR APPROACH TO POLTCY ANALYSIS == THE CASE 
OF AMERICAN ARMS CONTROL POLICY 
1974 16-2 


LAURANCE E J ROSS G 
INFLUENCE OVER THE USF OF VIOLENCE GAINED THROUGH ARMS 
TRANSFERS TO DEVELOPING STATES 

197% 


ARMY 17-1 


RADINE L B 
THE CAREER OF A GI ANTI-WAR ORGANIZER WITHIN THE UseSe ARMY 
( DOMINATION ) 
ARROWS-PARADOX 1974 2-4 
MARGOLIS H 
WHAT IT TAKES TO AVOID ARROWS=-PARADOX (€ MAJORITY=RULE ) 
ASSISTANCE 197% 16-3 
AUERBACH K 0 
MEASURING AND OETERMINING CRITERIA FOR THE DISTRIBUTION 
OF MULTILATERAL ASSISTANCE 
( INTERNATIONAL ORGANIZATIONS ) 


ASSOCIATIONS 1974 4-2 
SHINGLES R D 
EXPERIMENTING WITH QUAST EXPERIMENTATION ~= EFFECTS OF 


PARTICIPATION IN VOLUNTARY ASSOCIATICNS CAAS ON 
POLITICAL ATTITUDES 


ATTITUDE 1974 6-6 
CONRADT OD P BRADLEY R B WEINSTEIN J M 
SOURCES OF POLITICAL ATTITUDE CHANGE IN POSTWAR GERMANY 
1974 6-6 
BLACKWELL R E JR 
POLITICAL GENERATION AND ATTITUDE CHANGE AMONG 
SOVIET-OBKOM ELITES 
1974 6-6 
KIRKPATRICK S A 
AGE AND IDEOLOGY -= A COHORT ANALYSTS OF ATTITUDE 
CONSTRAINT IN THE AMERICAN PUBLIC 
1974 7-4 
STEWART P D TOWN K 
THE CAREER ATTITUDE LINKAGE AMONG SOVIET REGIONAL ELITES -- 
AN EXPLORATION OF ITS NATURE AND MAGNITUDE 
1974 
POWELL G B JR 
CITIZEN ELITE LINKAGES IN AUSTRALIAN COMMUNITIES -- 
DEGREE » STRUCTURE » AND PROCESS OF OPINION REPRESENTATION 
( ATTITUDE ) 
ATTITUDES 1974 4-2 
THOMAS C 
PREFERENCE REALIZATION AND LEVELS OF SATISFACTION IN THE 
EXPERIMENTAL HOUSING ALLOWANCE PROGRAM ( ATTITUDES ) 
1974 4-3 
WATTS M W HEDLUND R D 
POLITICAL SCIENCE INSTRUCTION AND PARTICIPATORY ATTITUDES 
-- SOME POSITIVE EVIDENCE ON NEGATIVE EFFECTS 
1974 7-3 
SOULE J W MCGRATH WE 
A COMPARATIVE STUDY OF MALE-FEMALE PCLITICAL ATTITUDFS AT 
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CITIZEN AND ELITE LEVELS 


ATTITUDES 1974 7-4 
ROBACK T 
POLITICAL ATTITUDES AMONG REPUBLICAN LEADERS <= THE CASE OF 
DELEGATES TO THE 1972 NATIONAL CONVENTION ( ISSUES ) 
1974 10-2 
CONWAY M M AHERN FELOBAUM 
THE MASS=-MEDIA AND CHILORENS REGIME ORIENTATIONS 
( ATTITUDES 
1974 4-2 
SHINGLES R D 
EXPERIMENTING WITH QUAST EXPERIMENTATION -- EFFECTS OF 
PARTICIPATION IN VOLUNTARY ASSOCIATIONS CAAS ON 
POLITICAL ATTITUDES 
1974 9-6 
CAPUTO 0D A 
CITIZEN EVALUATION AND URBAN PUBLIC POLICY ANALYSIS -- 
THE MISSING-LINK ( ATTITUDES ) 
1974 14-2 
GRUNBAUM W F 
JUDICIAL ATTITUDES TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 
1974 14-2 
LEAVITT DO 
CHANGING ISSUES » IDEOLOGICAL AND POLITICAL INFLUENCES ON 
THE UeSe SUPREME-COURT , 1893-1945 ( ATTITUDES ) 
1974 13-2 
HEDLUND R D HAMM K 
THE EFFECTS OF INSTITUTIONAL CHANGE ON LEGISLATOR 
ATTITUDES -- PROCEDURAL REFORM AND MEMBER PERCEPTIORAS 
( ELITES ) 
1974 11-4 
COVEYOU M 
IDECLOGY AND THE QUALITY OF ANGLO-AMERICAN PARTY IMAGERY 
( ATTITUDES ) 


1974 7-4 
PARSONS R W BARTON AH 
SOCIAL BACKGROUND AND POLICY ATTITUDES OF AMERICAN LEADERS 
1974 10-3 
JENNINGS M K MARKUS G B 


THE EFFECT OF MILITARY SERVICE ON POLITICAL ATTITUDES -- A 
PANEL-STUDY 

1974 14-5 
BULLOCK C S IIt ROOGERS HR JR 
COERCION TO COMPLIANCE -= SOUTHERN SCHOOL OISTRICTS AND 
SCHOOL DESEGREGATION GUIDELINES (¢ ATTITUDES , DECISIONS ) 

1974 14-5 
MAIMAN R J 
PRIVATE ATTORNEYS IN JUVENILE COURT -- THE IMPACT OF 
IN-RE=GAULT ( DUE-PROCESS , ATTITUDES ) 

1974 13-6 
MEZEY ML MEZEY S G 
STUDENT ATTITUDES TOWARD THE LEGISLATURE <-- A 
CROSS-NATIONAL , MULTI-INSTITUTIONAL APPROACH 

1974 10-4 
ENTMAN RM PROTHO J W SHARP E F 
THE MASS-MEDIA DISSONANT EVENTS AND ALTENATION A 
PANEL=STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 


ATTITUDINAL 1974 6-4 
RENSHON S A 
PERSONALITY » POLITICAL MOTIVATION AND POLITICAL 
VIOLENCE -- SOME GENERATIONAL DYNAMICS AND ATTITUOINAL 
CORRELATES ( LEGITIMACY ) 


ATTORNEYS 1974 14-5 
MAIMAN R J 
PRIVATE ATTORNEYS IN JUVENTLE COURT -- THE IMPACT OF 
IN-RE=GAULT ( OUE=PROCESS ATTITUDES ) 


AUSTRALIAN 1974 725 
POWELL G B JR 
CITIZEN ELITE LINKAGES IN AUSTRALIAN COMMUNITIES -- 
DEGREE » STRUCTURE » AND PROCESS OF OPINION REPRESENTATION 
( ATTITUDE ) 


AUTHORITARIAN 1974 
ARNOLD S H 
AUTHORITARIAN REGIMES AND ECONOMIC MODERNIZATION -=- 
THE POLITICS OF THE BRAZILIAN MIRACLE ( DECISION-MAKING ) 
1974 10-7 
DAVIS CL COLEMAN K M 
THE REGIME LEGITIMATING FUNCTION OF EXTERNAL POLITICAL 
EFFICACY IN AN AUTHORITARIAN REGIME -= THE CASE OF MEXICO 
1974 7-6 
RUDOLPH S H RUDOLPH L I 
BUREAUCRATIC LINEAGES IN PRINCELY INOIA -= THE PATRIMONTAL 
POLITICS OF AUTHORITARIAN REGIMES ( ELITE ) 


1974 20-2 

PALMER DS 
AUTHORITARIAN REGIMES AND REFORM -= MILITARY GOVERNMENT IN 
PERU 

AUTHORITARIANISM 1974 17-1 
STRUM P 
WATERGATE AND THE FEDERAL JUDICIARY -- AUTHORITARIAKTISM OR 
DISCRETION ( PLEA-BARGAINING 4 SENTENCING ) 

AUTHORITIES - 1974 10-1 
MILLER AH 


CHANGE IN POLITICAL TRUST -- DISCONTENT WITH AUTHORITIES 
AND ECONOMIC POLICIES » 1972-73 ( LEADERSHIP ) 


AUTHORITY 1974 18-1 


BARNER=BARRY C 
AUTHORITY RELATIONSHIPS IN A PRESCHOOL PEER GROUP 


AUTHORITY 1974 8-5 
RUDOLPH L I RUDOLPH S H 
AUTHORITY AND POWER IN BUREAUCRATIC AND PATRIMONIAL 
ADMINISTRATION -= A REVISIONIST INTERPRETATION OF WESER 
ON BUREAUCRACY 
1974 17-5 
WROTH W 
DIVINE UNITY OR WORLD CHAOS -- THE TRANITIONAL THEORY OF 
POLITICAL AUTHORITY 


BALTIMORE 1974 14-1 
JACOB H ETSENSTEIN J 
SENTENCES AND OTHER SANCTIONS IMPOSED ON FELONY DEFENDANTS 
IN BALTIMORE » CHICAGO , AND DETROIT ( CRIMINAL ) 


BARGAINING 1974 8-5 
PERRY JL LEVINE CH 
AN INTERORGANIZATIONAL ANALYSIS OF POWER , CONFLICT , 
AND SETTLEMENTS IN PUBLIC SECTOR COLLECTIVE BARGAINING 


BASTLODICY 1974 3-9 
KEOHANE N O 
PHILOSOPHY AND BASILODICY -- ANALYSIS AND JUSTIFICATION 
IN POLITICAL-THOUGHT 
BAY=-AREA 1974 9-1 
BRCWNING R MARSHALL 0 R 


IMPLEMENTATION OF MODEL CITIES AND REVENUE=SHARING 
IN 10 BAY-AREA CITIES -= NESIGN AND FIRST FINDINGS ( CITY ) 


BCTRY 1974 13-3 
WRIGHT H 
URBAN ISSUES » HOUSE VOTES , PATTERNS IN POLICY RESPONSE -- 
A LONGTTUDINAL BCTRY DIMENSION AND CLUSTER=-ANALYSIS 


BEHAVIOR 1974 ta | 
DAMGAARD E RUSK JG 
CLEAVAGES STRUCTURES AND REPRESENTATIONAL LINKAGES -- 
A LONGITUDINAL ANALYSIS OF DANISH LEGISLATIVE SEHAVIOR 
1974 2-4 


FRIEND K E LAING JD MORRISON R J 
GAME THEORETICAL ANALYSES OF COALITION 3EHAVIOR 
1974 4-3 
SHAMA A 


AN EXPERIMENTAL STUDY ON VOTER PERCEPTION AND EVALUATION 
OF POLTTICAL CANDIDATES ( BEHAVIOR ) 


1974 16-2 
BREWER TL 
A LEARNING BEHAVIOR APPROACH TO POLICY ANALYSIS == THE CASE 
OF AMERICAN ARMS CONTROL POLICY 

1974 5-7 


CUNNINGHAM R JACEK 
ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTI-PARTY CASE -- AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 
( BEHAVIOR », PARTY ) 
1974 17-1 
MARGULIES S L 
BEHAVIOR MODIFICATION PROGRAMS IN AMERICAN PRISONS -- 
A CASE-STUDY IN PUBLIC POLICY AND HUMAN CONTROL TECHNOLOGY 
1974 14-2 
HOWARD J W JR 
ROLE PERCEPTIONS AND BEHAVIOR IN THREE U.S. 
COURTS-OF-APPEALS ( ORIENTATIONS ) 


1974 13-2 
SHAW LE 
ROLE DYNAMICS AND LEGISLATORS 3EHAVICR -= MINNESOTA 
1974 12-4 


ELDERSVELD S J 
POLITICAL ELITE LINKAGES IN THE DUTCH CONSOCIATIONAL 
SYSTEM ( BEHAVIOR ) 


1974 
HURWITZ L 
THE EEC IN THE UNITED=NATIONS == THE VOTING BEHAVIOR OF 
EIGHT COUNTRIES 1948-1973 
1974 
DAVIS F 
SEARCH BEHAVIOR IN SMALL DECISION-MAKING GROUPS <= AN 
INFORMATION PROCESSING PERSPECTIVE 
BELTEF-SYSTEMS 1974 3-8 
SIBLEY M Q 
RELIGION AND BELIEF-SYSTEMS IN UTOPTAN AND DYSTOPIAN 
THOUGHT 
BELIEFS 1974 12-3 
LACORNE 0 C J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM <= THE 


BELIEFS OF COMMUNIST MUNICIPAL ELITES ( MAYORS 4, 
PARTISANSHIP ) 
1974 | 
ABERBACH J D ROCKMAN 8 A 
CLASHING BELIEFS WITHIN THE EXECUTIVE BRANCH == DATA ON THE 
NIXON ADMINISTRATION BUREAUCRACY 


BIASES 1974 
USLANER E M 
SPATIAL MODELS OF THE ELECTORAL-COLLEGE -- DISTRIBUTION 
ASSUMPTIONS AND BIASES OF THE SYSTEM 


BIOMEDICAL 1974 1-3 
FRANKEL M S 
POLITICAL RESPONSES TO CONTROVERSIAL ISSUES IN THE 
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DEVELOPMENT OF BIOMEDICAL TECHNOLOGIES 
( SICKLE-CELL-ANEMIA ) 


BLACK 1974 8-2 
MURRAY R VEOLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -- BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS , AND NEW-ORLEANS 
1974 10-6 
BARGER H M 
IMAGES OF THE PRESIDENT AND POLICEMAN AMONG BLACK , 
MEXICAN-AMERICAN AND ANGLO SCHOOL CHILDREN -- 
CONSIDERATIONS ON WATERGATE 
1974 10-6 
HICKS M G MILLER C M STONE 0 
MILLER J 
THE ACQUISITION OF BLACK POLITICAL IDENTITY IN 
PETERSBURG-VIRGINIA 
1974 10-€ 
LONG 
SOCIALIZATION TO REVOLT == POLITICAL ALTENATION ANO 
POLITICAL VIOLENCE CONDONATION AMONG WHITE AND BLACK 
YOUTH ( SOCIAL-DEPRIVATION ) 


1974 13-3 
ROBECK 
THE CONGRESSIONAL BLACK CAUCUS AND BLACK REPRESENTATION 
BOLIVIA 1974 12-7 
MITCHELL C 
FACTIONALISM AND POLITICAL CHANGE IN BOLIVIA 
BRAZILIAN 1974 17-2 
ARNOLD S H 


AUTHORITARIAN REGIMES AND ECONOMIC MODERNIZATION -- 
THE POLITICS OF THE BRAZILIAN MIRACLE ( DECISION-MAKING ) 


BRITISH 1974 3-1 

HAVARD WC 
CONSERVATISM ANDO THE BRITISH PHILOSOPHICAL STYLE -- 
THE CASE OF MICHAEL OAKESHOTT 

1974 5-4 
RAWKINS P M 
RICH WELSH OR POOR BRITISH -- A SOCIOLOGICAL ANALYSIS OF 
POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLAIO-CYMRU , PARTY ) 

1974 
FAIRLIE Lt 
THE ROLE OF VOLUNTARY AND PROFESSIONAL POLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLIAMENTARY 
CANDIDATES ( PARTIES ) 


1974 12-5 
CYR A 
THE ROLE OF THE BRITISH LIBERAL PARTY 

1974 12-5 
EPSTEIN L D 
ORGANIZATIONAL POLICY-MAKING -- BRITISH LABOR REVISITED 

BRITISH-CARIBBEAN 1974 5-5 

DISHMAN R B - 


CULTURAL PLURALISM AND BUREAUCRATIC NEUTRALITY IN THE 
BRITISH-CARIBBEAN ( MODEL ) 


BROADCAST 1974 1i-1 
JACOBSON G C 
THE IMPACT OF BROADCAST CAMPAIGNING ON ELECTORAL OUTCOMES 


BUREAUCRACY 1974 5-5 
DRESANG DL - 
ETHNIC REPRESENTATION AND DEVELOPMENT ADMINISTRATION -- 
A COMPARATIVE STUDY OF KENYA AND ZAMBIA ( BUREAUCRACY ) 
1974 8-3 
STARLING J OD 
LIVING WITH EOP IN A MUNICIPAL BUREAUCRACY <-- THE CASE OF 
OAKLAND ( ELECTRONIC DATA=PROCESSING 
1974 
RUDOLPH L I RUDOLPH S H 
AUTHORITY AND POWER IN BUREAUCRATIC AND PATRIMONTAL 
ADMINISTRATION -=- A REVISIONIST INTERPRETATION OF WEBER 
ON BUREAUCRACY 
1974 7-1 
ABERBACH J D ROCKMAN 8 A 
CLASHING BELIEFS WITHIN THE EXECUTIVE BRANCH -- DATA ON THE 
NIXON ADMINISTRATION BUREAUCRACY 
" 1974 8-3 
MCCORRY J J 
ENVIRONMENTAL PERMISSIVENESS -- LIMITS ON ORGANIZATIONAL 
INNOVATION ( BUREAUCRACY ) 


1974 15-4 
SIGAL L V 
INFORMAL COMMUNICATION BETWEEN THE BUREAUCRACY AND CONGRESS 
BUREAUCRATIC 1974 15-1 
KOHL WL 


THE NIXON KISSINGER FOREIGN-POLICY SYSTEM ANDO U.S. 
EUROPEAN RELATIONS -- PATTERNS OF POLICY-MAKING 
( BUREAUCRATIC ) 
1974 5-5 
DISHMAN R B 
CULTURAL PLURALISM AND BUREAUCRATIC NEUTRALITY IN THE 
BRITISH-CARIBBEAN ( MODEL ) 
1974 15-1 
LOWENTHAL A F 
BUREAUCRATIC POLITICS AND UNITED-STATES POLICY TOWARD 
LATIN-AMERICA AN-INTERIM RESEARCH-REPORT 
1974 15-2 
BRADY L P 
BUREAUCRATIC POLITICS AND SITUATIONAL CONSTRAINTS IN 


FOREIGN-POLICY 


BUREAUCRATIC 1974 8-5 
RUDOLPH L I RUDOLPH S H 
AUTHORITY AND POWER IN 3UREAUCRATIC AND PATRIMONIAL 
ADMINISTRATION -=- A REVISIONIST INTERPRETATION OF WESER 
ON BUREAUCRACY 
197% 7-6 
RUDOLPH S H RUDOLPH L I 
BUREAUCRATIC LINEAGES IN PRINCELY INOIA == THE PATRIMONIAL 
POLITICS OF AUTHORITARTAN REGIMES ( ELITE ) 


BUREAUCRATI ZATION 1974 5-5 
BOROWIEC WA 
THE EFFECT OF BUREAUCRATI ZATION ON ETHNIC GROUP 
LEADERSHIP -= THE CASE OF THE POLISH-AMERICAN 


BURKEANS 1974 13-2 
HAUGE V 
CITY-COUNCILORS AS REPRESENTATIVES -- EURKEANS VERSUS 
DELEGATES 
BUSINESS 1974 10-4 
CLARK J M 
MORAL PREREQUISITES CF POLITICAL SUPPORT -= BUSINESS 


REACTIONS TO THE WATERGATE SCANDAL 


CAAS 1974 4-2 
SHINGLES R DO 
EXPERIMENTING WITH QUASI EXPERIMENTATICN == EFFECTS OF 
PARTICIPATION IN VOLUNTARY ASSOCIATICAS CAAS ON 
POLITICAL ATTITUDES 


CALIFORNIA 1974 18-1 
CRAIG P A 
DETERMINANTS AND EFFECTS OF SCHOOL=SITE MANAGEMENT REFORM 
IN CALIFORNIA PUBLIC SCHOOLS 
1974 18-4 
STEVENS A J 
THE CALTFORNIA EXPERIENCE WITH MULTI-INSTITUTIONAL 
ARRANGEMENTS FOR TEACHING AND RESEARCH IN POLITICAL-SCIENCE 


CAMPAIGN 1974 
FARLEY L T MARKS JS 
CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -- MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 
1974 
TRELAND M 
IMPLICIT SOCIAL COSTS OF PRIVATE CAMPAIGN FINANCING 


CAMPAIGNING 1974 
JACOBSON G C 
THE IMPACT OF BROADCAST CAMPAIGNING ON ELECTORAL OUTCOMES 


CANADIAN 1974 5-7 
CUNNINGHAM R JACEK H 
ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTI=-PARTY CASE -= AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 
BEHAVIOR , PARTY ) 
1974 13-6 
CAMPBELL C 
APPOINTEES TO PUSLIC OFFICE == A CAUSAL-ANALYSIS OF 
INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 


CANDIDACY 1974 
LEVINE M™ D HYDE MS 
INCUMBENCY AND THE THEORY OF POLITICAL AMBITION == A 
RATIONAL-CHOICE MODEL ( CANDIDACY , RECRUITMENT ) 
CANDIDATES 1974 4-3 
SHAMA A 


AN EXPERIMENTAL STUDY ON VOTER PERCEPTION AND EVALUATION 
OF POLTTICAL CANDIDATES ( BEHAVIOR ) 
1974 12-2 
FATRLIE L DO 
THE ROLE OF VOLUNTARY AND PROFESSIGN4L POLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLTAMENTARY 
CANOIDATES ( PARTIES ) 
1974 7-1 
ROBINSON DA 
PRESIDENTS AND PARTY LEADERSHIP -- AN ANALYSTS OF RELATIONS 
BETWEEN PRESIDENTS , PRESIDENTIAL CANDIDATES » AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 


CAPABILITIES 1974 
NAU HR 
R-0 ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS » CAPABILITIES AND RESPONSES 
( COMMON=MARKET 4 RESEARCH , DEVELOPMENT ) 


CAPITAL 1974 6-7 
GILBERG T 
THE NATIONAL CAPITAL AND CITY SYSTEM POLITICS -- 
A CONCEPTUAL OVERVIEW ( RESOURCE-ALLCCATION ) 
1974 16-4 
GOTTHEIL OL 
POLICY CONSEQUENCES OF TRANSNATIONAL ACTIVITY IN A NATIONAL 
CAPITAL -- A STUDY OF SOME TRANSNATICNAL GROUPS IN 
JERUSALEM AND TEL-AVIV 5 ISRAEL 


CAREER 197% 17-3 
RADINE L B 
THE CAREER OF A GI ANTI-WAR ORGANIZER WITHIN THE UseSe ARMY 
( DOMINATION ) 
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CAREER 1974 7-4 
STEWART P D TOWN K 
THE CAREER ATTITUDE LINKAGE AMONG SOVIET REGIONAL ELITES -- 
AN EXPLORATION OF ITS NATURE AND MAGNITUDE 
1974 7-6 
LEVINE DH 
CAREER PATTERNS AND PERSPECTIVES OF CHURCH ELITES IN 
VENEZUELA AND COLOMBIA 


CARNEGIE=-COMMISSION 1974 5-3 
DORO ME 
THE CARNEGIE=-COMMISSION » THE LESTER=REPORT » AND THE 
STATUS OF WOMEN 


CAUCUS 1974 13-3 
ROBECK B W 
THE CONGRESSIONAL BLACK CAUCUS AND BLACK REPRESENTATION 
CAUSAL-ANALYSIS 1974 13-6 
CAMPBELL C 


APPOINTEES TO PUBLIC OFFICE -- A CAUSAL-ANALYSIS OF 
INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 


CENTRALIZATION 1974 6-5 
KRANE D0 
LONGITUDINAL PATTERNS OF CENTRALIZATION AND DEVELOPMENT -- 
TESTING THEORIES OF GOVERNMENT ORGANIZATION 
1974 12-1 
JANDA K 
AMERICAN AND EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION , CENTRALIZATION » COHERENCE » AND 
INVOLVEMENT 


CHANGE 1974 6-1 
BOROVIAK DL 
CONFLICT ANDO INSTITUTIONS -- A PERSPECTIVE ON SOCTAL 


CHANGE 
1974 6-1 
BRUNNER R D 
POLITICAL SYMBOLS -- A PROCESS APPROACH TO POLITICAL 
CHANGE 
1974 3-2 
cooK D 


JUSTICE AND SOCIAL CHANGE IN THE THOUGHT OF REINHOLD 
NIEBUHR WITH SPECIAL REFERENCE TO THE CONTEMPORARY SCENE 
1974 6-3 
WALKER JL 
THE OIFFUSION OF KNOWLEDGE AND POLICY CHANGE -= TOWARD A 
THEORY OF AGENDA SETTING ( ELITE , CONSENSUS ) 
1974 6-5 
KAUTSKY J H 
THE POLITICS OF REVOLUTIONARY CHANGE -- MEXICO AND THE 
SOVIET-UNION 
1974 6-5 
MCKINLAY R DO COHAN A S 
MILITARY COUPS » MILITARY REGIMES » AND SOCIAL CHANGE 
1974 6-5 
LEVINE WT 
POLITICAL CHANGE -- SOME INDICATORS OF ENDURING STABILITY 
IN UNSTABLE POLITICAL SYSTEMS ( AFRICA ) 


1974 12-€ 
WATERMAN H 
PARTY SYSTEMS =-- ORIGINS , OEVELOPMENT AND CHANGE 
( FRANCE ) 
1974 6-6 
CONRADT DP BRADLEY R B WEINSTEIN J M 


SOURCES OF POLITICAL ATTITUDE CHANGE IN POSTWAR GERMANY 
1974 6-6 
PEDERSEN J T 
AGE AND POLITICAL CHANGE IN THE ELECTORATE 
1974 6-6 
BLACKWELL R E JR 
POLITICAL GENERATION AND ATTITUDE CHANGE AMONG 
SOVIET-OBKOM ELITES 
1974 13-4 
STEVENS A G JR 
THE DEMOCRATIC STUDY=-GROUP AND THE HOUSE DEMOCRATIC 
PARTY == SIXTEEN YEARS OF CHANGE 
1974 
TRILLING R J 
PARTY IMAGE AND PARTISAN CHANGE » 1952 TO 1972 
( PARTY=IDENTIFICATION ) 


1974 15-2 
ROSEN O J 
LEADERSHIP CHANGE AND FOREIGN-POLICY 

1974 13-2 
HEDLUND R D HAMM K 


THE EFFECTS OF INSTITUTIONAL CHANGE ON LEGISLATOR 
ATTITUDES -- PROCEDURAL REFORM AND MEMBER PERCEPTIOAS 
( ELITES ) 
1974 11-3 
BECK P A 
PARTISAN STABILITY AND CHANGE IN THE AMERICAN-SOUTH , 
1952-1972 ( PARTY-IDENTIFICATION ) 


1974 42-7 
MITCHELL C 
FACTIONALISM AND POLITICAL CHANGE IN BOLIVIA 

1974 11-6 


WOLFINGER R E ARSENEAU R B 
PARTISAN CHANGE IN THE SOUTH , 1952-72 
( PARTY-IDENTIFICATION ) 
1974 10-3 
WELCH S CLARK C 
CHANGE IN POLITICAL EFFICACY -- A TEST OF TWO HYPOTHESES 


CHANGE 1974 10-1 
MILLER A H 
CHANGE IN POLITICAL TRUST -- OLFSCONTENT WITH AUTHORITIES 
AND ECONOMIC POLICIES » 1972-73 ( LEADERSHIP ) 
1974 13-4 
NELSON G 
PARTISAN PATTERNS OF HOUSE LEADERSHIP CHANGE » 1791-1973 
CHANGING 1974 14-2 
LEAVITT D 


CHANGING ISSUES , IDEOLOGICAL AND POLITICAL INFLUENCES ON 
THE UsSe SUPREME-COURT , 1893-1945 ( ATTITUDES ) 
1974 13-5 
HAMMOND S W 
THE CHANGING ROLE OF THE PERSONAL PRCFESSIONAL STAFF IN 
CONGRESSIONAL DECISION-MAKING 


CHAOS 1974 17-5 
WROTH W 
DIVINE UNITY OR WORLD CHAOS <= THE TRADITIONAL THEORY OF 
POLITICAL AUTHORITY 

CHICAGO 1974 14-1 
JACOB H EISENSTEIN J 


SENTENCES AND OTHER SANCTIONS IMPOSED ON FELONY DEFENDANTS 
IN BALTIMORE , CHICAGO , AND SETROTT € CRIMINAL ) 


1974 5-3 
WALLIHAN J 
WORKPLACE LEADERSHIP AND POLITICS -=- SITUATIONAL 
DETERMINANTS OF RECRUITMENT IN A CHICAGO PRINTING TRADES 
UNTON 
CHIEF -JUSTICE 1974 14-2 
DUCAT C Rk FLANGO V E 


AFFECTIVE ANDO EFFECTIVE LEADERSHIP ON STATE SUPREME=COURTS 
-- THE ROLE OF THE CHIFEF-JUSTICE ( VOTING » OISSENT ¢ 
CouRTS ) 


CHILD 1974 9-4 
ALTENSTETTER C BJORKMAN J W 
THE IMPACT OF FEDERAL CHILD HEALTH PROGRAMS ON STATE 
HEALTH POLICY FORMATION AND SERVICE DELIVERY -- THE 
CASE OF CONNECTICUT 


CHILDREN 1974 10-6 
BARGER H M 
IMAGES OF THE PRESIDENT ANO POLICEMAN AMONG BLACK , 
MEXICAN=-AMERICAN AND ANGLO SCHOOL CHILDREN 
CONSIDERATIONS ON WATFRGATE 


CHILORENS 1974 10-2 
CONWAY M M AHERN 9 FELDBAUM E 
THE MASS-MEDIA AND CHILDRENS REGIME ORTENTATIONS 

{ ATTITUDES ) 
1974 7-1 
LUPFER M KENNY C 
CHILDRENS REACTIONS TO THE PRESIDENT 
WATERGATE FINDINGS 


- PRE-AND=-POST 


CHILEAN 1974 12-7 
NEF J 
POLITICAL FACTIONALISM AND POLITICAL STALEMATE -- 
CHILEAN POLITICS 1920-1970 


CHINESE 1974 5-4 
MCBEATH G A 
STRATEGIES AND MOBILTZATION TACTICS OF ETHNIC ELITES -- 
OVERSEAS CHINESE 


CHOICES 1974 11-2 
JACKSON JE 
ISSUES » PARTY CHOICES » AND PRESIDENTIAL VOTES 
( ELECTORAL=PROCESS , PUBLIC , POLICY ) 


1974 1S¢3 
KAPLAN M A 
ISOLATION OR INTERDEPENDENCE -- THE CHOICES BEFORE US 
CHOSEN 1974 7-3 
STIEHM J SCOTT R 
FEMALE AND MALE -- VOLUNTARY AND CHOSEN PARTICIPATION -- 
SEX » SES » ANO PARTICIPATION 
CHROMATIC 1974 14-1 
MARKHAM W G 
CHROMATIC JUSTICE -- COLOR AS AN ELEMENT OF THE OFFENSE 
( CRIMINAL ) 
CHURCH 1974 7-6 


LEVINE 9 H 
CAREER PATTERNS ANDO PERSPECTIVES OF CHURCH ELITES IN 
VENEZUELA AND COLOMBIA 


CIRCUIT=-BREAKER 1974 2-5 
IRELAND TR MITCHELL WE 
EFFECTS OF CIRCUIT-BREAKER LEGISLATION ON LOCAL PUBLIC-GOOD 
SELECTION ( HOUSING , VOTING ) 


CITIZEN 
KOTLER N G 
THE DECLINE OF POLITICAL COMMUNITY IN NEW-ENGLAND TOWNS -- 
THE IMPACT ON CITIZEN PARTICIPATION AND EDUCATION 
1974 7-3 


1974 8-2 


SOULE J W MCGRATH WE 
A COMPARATIVE STUDY OF MALE-FEMALE® PCLITICAL ATTITUDES AT 
CITIZEN AND ELITE LEVELS 
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CITIZEN 1974 9-6 
CaPuTO 0 A 
CITIZEN EVALUATION AND URBAN PUBLIC POLICY ANALYSIS -- 
THE MISSING-LINK ( ATTITUDES ) 
1974 7-5 
POWELL G B JR 
CITIZEN ELITE LINKAGES IN AUSTRALIAN COMMUNITIES -- 
DEGREE » STRUCTURE , AND PROCESS OF OPINION REPRESENTATION 
( ATTITUDE 


CITIZENS 1974 1-3 
MAZMANTIAN D A 
CITIZENS AND THE ASSESSMENT OF TECHNOLOGY -- AN EXAMINATION 

OF THE PARTICIPATION THESIS ( EVALUATION ) 
1974 9-7 

FRIEDMANN K A 
EFFECTIVENESS OF OMBUDSMEN IN ESTABLISHING LINKAGES WITH 
CITIZENS 


CITIZENSHIP 1974 17-2 
WORTHINGTON R GOLDRICH 0 
ENVIRONMENTAL AWARENESS AND THE DEVELOPMENT OF CITIZENSHIP 
TO TRANSCEND THE CORPORATE STATE 


CITY 1974 6-7 
GILBERG T 
THE NATIONAL CAPITAL AND CITY SYSTEM POLITICS -- 
A CONCEPTUAL OVERVIEW ( RESOURCE-ALLOCATION ) 
1974 9-4 
BROWNING R MARSHALL DR 
IMPLEMENTATION OF MODEL CITIES AND RE VENUE-SHARING 
IN 10 BAY-AREA CITIES -- DESIGN AND FIRST FINDINGS ( CITY ) 
1974 12-2 
GREENBERG S R MATHENY R 
THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS <-- 
A STUDY OF PRIMARY AND GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES ( INTEREST-GROUPS , NEWSPAPER » CITY ) 
1974 
GREER € 
UNI TED-STATES-STEEL LABOR POLICIES IN GARY-INOIANA -- 
THE STRUCTURAL BASIS OF RACISM IN AN INDUSTRIAL CITY , 


1906-1974 
CITY-COUNCILMEN 1974 13-2 
LATCHAM JS HAMILTON H 0 
PURPOSIVE ROLES OF CITY-COUNCILMEN ( LEGISLATIVE ) 
CITY-COUNCILORS 1974 13-2 
HAUGE V 
CITY-COUNCILORS AS REPRESENTATIVES -- BURKEANS VERSUS 
DELEGATES 
CIVILIAN 1974 20-2 
SMITH A K 


PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN-AMERICA -- 
A COMPARATIVE ANALYSIS OF MILITARY AND CIVILIAN REGIMES 


CLASS 1974 5-3 
FLORA C B 
WORKING CLASS WOMENS POLITICAL PARTICIPATION -- ITS 
POTENTIAL IN DEVELOPED COUNTRIES 


CLEAVAGE 1974 6-5 
MARTIN WC HOPKINS K 
POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY -- 
CLEAVAGE CRYSTALLIZATION AND THE FORMATION OF THE 
POLITICAL PROCESSES IN FINLAND , 1900-1918 ( ELECTORAL , 


PARTY ) 
1974 11-3 
KUBOTA A 
PARTY-IDENTIFICATION AND SOCIAL CLEAVAGE IN JAPAN 
( VOTING ) 
CLEAVAGES 1974 2-4 
DAMGAARD E RUSK JG 


CLEAVAGES STRUCTURES AND REPRESENTATIONAL LINKAGES -- 
A LONGITUDINAL ANALYSIS OF DANISH LEGISLATIVE BEHAVIOR 


1974 12-3 
SANI G 
MASS PERCEPTIONS OF ANTI=-SYSTEM PARTIES -- THE CASE OF 
ITALY ( CLEAVAGES , COALITIONS ) 
1974 5-7 


CUNNINGHAM R JACEK H 

ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTI-PARTY CASE -= AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 

( BEHAVIOR , PARTY ) 


CLIENTELIS™M 1974 12-4 
SCHMIDT S W 
THE TRANSFORMATION OF CLIENTELISM IN RURAL COLOMBIA 
CLUBS 1974 8-2 
ADLER N BLANK 8B 


THE TRANSITION OF NEW-YORKS NETGHBORHOOD CLUBS -- FROM 
PEEL TO THE PRESENT ( POLITICAL-CLUB ) 


CLUSTER-ANALYSIS 1974 13-3 
WRIGHT H 
URBAN ISSUES » HOUSE VOTES , PATTERNS IN POLICY RESPONSE -- 
A LONGITUDINAL BCTRY DIMENSION AND CLUSTER-ANALYSIS 


COALITION 1974 2-3 
DS WILLIAMS JR 
THE APPLICABILITY OF THE MINIMUM COALITION THEORY TC 


LEGISLATURES -- A REVIFW OF THE EVIDENCE AND A PROPOSAL 
CONCERNING RATIONALITY 


COALITION 1974 2-3 
KOEHLER DH 
A THEORY OF LEGISLATIVE COALITION FORMATION 


1974 2-4 
FRIEND K E LAING J 0D MORRISON R 
GAME THEORETICAL ANALYSES OF COALITION BEHAVIOR 
COALITION-8UILDOING 1974 2-3 
BARTON WV 


COALITION-BUILDING IN THE U.S. HOUSE-OF-REPRESENTATIVES 
AGRICULTURAL LEGISLATION IN 1973 


COALITIONS 1974 2-3 
BERND JL MAYER LS HOYER R 
SOME FROBLEMS OF THE THEORY OF POLITICAL COALITIONS AS 
APPLIED TO THE JUDICIARY ( RIKER 3 


1974 12-3 
SANTI G 
MASS PERCEPTIONS OF ANTI-SYSTEM PARTIES -- THE CASE OF 
ITALY ( CLEAVAGES , COALITIONS ) 
COASTAL 1974 9-4 
MYERS F E 
APPLYING POLITICAL SCIENCE TO THE ESTIMATION OF POLITICAL 
FEASIBILITY -- THE CASE OF COASTAL ZONE MANAGEMENT 
( CONSTITUENCIES ) 
COERCION 1974 14-5 


BULLOCK C S IIT RODGERS HR JR 
COERCION TO COMPLIANCE -- SOUTHERN SCHOOL DISTRICTS AND 
SCHOOL DESEGREGATION GUIDELINES ( ATTITUDES », DECISIONS ) 


COGNITION 1974 4-3 
BOUGHAN K 
THE FORGETFUL VOTER -=- AN EXPERIMENT IN ELECTORAL 
RATIONALITY AND ISSUE RECALL ( COGNITICN ) 

COHERENCE 1974 12-4 
JANDA K 


AMERICAN ANDO EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION , CENTRALIZATION 4» COHERENCE , AND 


INVOLVEMENT 
COHESION 1974 6-7 
JOHNSON R W 
WASHINGTON=-DC -=- SPATIAL COMPROMISE AND NATIONAL 
COHESION ( DEVELOPMENT ) 
COHORT 1974 6-6 
KIRKPATRICK S A 
AGE AND IDEOLOGY -=- A COHOPT ANALYSIS OF ATTITUDE 
CONSTRAINT IN THE AMERTCAN PUBLIC 
COLLECTIVE 1974 
BISH RL NOURSE H 0 
COLLECTIVE CHOICE IN URBAN ZONING REGULATION 
1974 2e5 
FROHLICH N HUNT T OPPENHEIMER J 


WAGNER R H 
INOIVINUAL CONTRIBUTIONS TO COLLECTIVE GOODS -- 
ALTERNATIVE MODELS ( PUALIC-GCOND ) 
1974 8-5 
PERRY JL LEVINE C H 
AN INTERORGANIZATIONAL ANALYSIS OF POWER » CONFLICT , 
AND SETTLEMENTS IN PUBLIC SECTOR COLLECTIVE BARGAINING 


COLLEGES 1974 8-2 
JAFFE E A 
COLLEGES AS POLITICAL COMMUNITIFS IN THE 1960S 


COLCMETIA 1974 12-4 
SCHMIDT S W 
THE TRANSFORMATION OF CLIENTELISM IN RURAL COLOMBIA 
1974 7-6 
LEVINE 90 H 
CAREER PATTERNS AND PERSPECTIVES OF CKURCH ELITES IN 
VENEZUELA COLOMBIA 


COLCRADO 1974 
OLSON L K 
POWER , PUBLIC POLICY AND THE ENVIRONMENT -= THE DEFEAT 
OF THE 1976 WINTER=OLYMPICS IN COLORADO 
WENDELL RE 
ON COMMITTEE DECISIONS UNDER MAJORITY=RULE -= A SPATIAL 
APPROACH ( PREFERENCES ) 


1974 13-1 
ACHEN C H STOLAREK JS 
THE RESOLUTION OF CONGRESSIONAL COMMITTEE ASSIGNMENT 
CONTESTS -=- FACTORS INFLUENCING THE DEMOCRATIC 
COMMITTEE ON COMMITTEES 
1974 
ROBINSON DO A 
PRESIDENTS AND PARTY LEADERSHIP == AN ANALYSIS OF RELATIONS 
BETWEEN PRESIDENTS , PRESIDENTIAL CANDIDATES , AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 


COMMITTEES 1974 13-1 
ACHEN C H STOLAREK JS 
THE RESOLUTION OF CONGRESSIONAL COMMITTEE ASSIGNMENT 
CONTESTS -= FACTORS INFLUENCING THE OEMOCRATIC 
COMMITTEE ON COMMITTEES 
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COMMITTEES 1974 13-1 
PORTER H O LEUTHOLD DA 
ACQUIRING LEGISLATIVE EXPERTISE -- APPOINTMENTS TO STANOING 
COMMITTEES IN THE STATES 


COMMODITY 1974 16-3 
MINGST K A 
A FRAMEWORK FOR ANALYZING THE PROCESS AND OUTPUT OF 
COMMODITY POLICY BETWEEN DEVELOPED AND DEVELOPING NATIONS 


COMMON-MARKET 1974 t-2 
MACIOTI M 
SCIENCE AND TECHNOLOGY AND EUROPEAN INTEGRATION 
( COMMON=MARKET 
1974 1-2 
NAU HR 
R-0 ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS », CAPABILITIES AND RESPONSES 
( COMMON-MARKET RESEARCH , DEVELOPMENT 


COMMUNICATION 1974 it-4 
FARLEY L T MARKS JS 
CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -= MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 
1974 15-4 
SIGAL L V 
INFORMAL COMMUNICATION BETWEEN THE BUREAUCRACY AND CONGRESS 


COMMUNIST 1974 12-3 
LACORNE OC J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM -- THE 
BELIEFS OF COMMUNIST MUNICIPAL ELITES ( MAYORS , 
PARTISANSHIP 
1974 17-4 
KANET R E 
THE COMMUNIST PARTY OF THE SOVIET-UNION AND SOVIET 
POLITICS -- RECENT WESTERN INTERPRETATIONS 
1974 17-6 
FARLOW RL 
MODELS OF MONISM AND PLURALISM IN THE EAST EUROPEAN 
DEVELOPMENTAL CONTEXT ( COMMUNIST ) 


COMMUNITIES 1974 8-2 
JAFFE E A 
COLLEGES AS POLITICAL COMMUNITIES IN THE 1960S 
1974 B=-2 
MURRAY R VEOLITZ A 


POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES == BLACK 

ELECTORAL GROUPS IN HOUSTON , DALLAS , AND NEW-ORLEANS 
1974 7-5 

POWELL G B yP 

CITIZEN ELITE LINKAGES IN AUSTRALTAN COMMUNITIES -- 

DEGREE » STRUCTURE , AND PROCESS OF OPINION REPRESENTATION 

( ATTITUDE ) 

1974 15-5 

PUCHALA D J 

DOMESTIC POLITICS AND REGIONAL HARMONTZATION IN THE 

EUROPEAN COMMUNITIES 


COMMUNITY 1974 9-1 

HARRIS C M 

THE POLICY TRANSFER PROCESS += THE IMPLEMENTATION OF 

COMMUNITY ACTION AGENCIES IN WISCONSIN 
1974 8-2 

KOTLER N G 

THE DECLINE OF POLITICAL COMMUNITY IN NEW-ENGLAND TOWNS -- 

THE IMPACT ON CITIZEN PARTICIPATION AND EDUCATION 
1974 15-5 

R 

TRANS=EUROPEANISM DETENTE » AND THE EUROPEAN COMMUNITY 

OLALECTICS AND LINKAGES IN EUROPEAN POLITICS 


COMPARATIVE 1974 5-5 

DRESANG OL 

ETHNIC REPRESENTATION AND DEVELOPMENT ADMINISTRATION -- 

A COMPARATIVE STUDY OF KENYA AND ZAMBIA ( BUREAUCRACY ) 
1974 9-5 

WIRT FM 

ETHNIC MINORITIES AND SCHOOL POLICY IN EUROPEAN 

DEMOCRACIES -=- THEORY AND CASE STUDIES ( COMPARATIVE ) 
1974 7-3 

SOULE J WwW MCGRATH WE 

A COMPARATIVE STUDY OF MALE-FEMALE POLITICAL ATTITUDES AT 

CITIZEN AND ELITE LEVELS 
1974 20-2 

SMITH A K 

PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN-AMERICA -- 

A COMPARATIVE ANALYSIS OF MILITARY AND CIVILIAN REGIMES 


COMPARATIVE-POLITICS 1974 
ZARISKI R 
PARTY FACTIONS COMPARATIVE-POLITICS SOME EMPIRICAL 
FINDINGS 

COMPLIANCE 1974 9-2 
BALL B P 
WATER POLLUTION AND COMPLIANCE DECISION-MAKING 

1974 14-5 

BROWN D W STOVER R V 


AN ECONOMIC APPROACH TO COMPLIANCE WITH COURT DECISIONS 
UTILITY=-THEORY ) 
1974 14-5 


BULLOCK C S$ III ROOGERS HR JR 


COERCION TO COMPLIANCE -= SOUTHERN SCHOOL DISTRICTS AND 
SCHOOL DESEGREGATION GUIDELINES (¢ ATTITUDES , DECISIONS ) 


COMPROMISE 1974 6-7 
JOHNSON R W ys 
WASHINGTON-0C -- SPATIAL COMPROMISE 4ND NATIONAL 
COHESION ( DEVELOPMENT ) 

COMPUTER 1974 
POOL J GROFMAN 8B 


COMPUTER PROGRAMS AS A MEANS OF EFFICIENCY AND CONTROL 
IN CROSS-CULTURAL EXPERIMENTAL GAMES 


CONFLICT 1974 6-1 
BOROVIAK OL 
CONFLICT AND INSTITUTIONS -- A PERSPECTIVE ON SOCIAL 
CHANGE 
1974 5-3 
SHILLING N A 
THE SOCIAL AND POLITICAL ROLES OF ARAB WOMEN -= A STUDY IN 
CONFLICT 
1974 5°7 


CUNNINGHAM R JACEK H 
ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTTI=-PARTY CASE -=- AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 
{ BEHAVIOR » PARTY ) 
1974 13-2 
MATHENY R W 
ROLE CONFLICT -= A QUANTITATIVE ANALYSIS OF THE URBAN 
LEGISLATOR ( DECISION-MAKING ) 
1974 8-5 
PERRY JL LEVINE C H 
AN INTERORGANIZATTONAL ANALYSIS OF POWER , CONFLICT , 
AND SETTLEMENTS IN PUBLIC SECTOR COLLECTIVE SARGAINING 


1974 10-5 
HIBBS D 
INDUSTRIAL CONFLICT IN ADVANCED INDUSTRIAL SOCIETIES 
( STRIKES ) 
CONGRESS 1974 13-5 
BECKMAN N 


USE OF A STAFF AGENCY BY THE CONGRESS -- EXPERIENCES OF THE 
CONGRESSTONAL RESEARCH SERVICE UNDER THE LEGISLATIVE 
REORGANIZATION-ACT OF-1970 

1974 13-3 
CLAUSEN AR VAN-HORN C 
POLICY TRENDS IN CONGRESS AND PARTISAN REALIGNMENT 


1974 13-3 
RITT LG 
PARTISAN REALIGNMENT == THE VIEW FROM CONGRESS ( VOTING ) 
1974 7-1 
TIEOE V R 


DO THE PEOPLE AGREE MORE OFTEN WITH PRESIDENT OR CONGRESS 
A SECONDARY ANALYSIS OF SURVEY=9ATA 


1974 13-5 
FOX H W JR 
OVERSIGHT -- IS CONGRFSS DOING TTS JOB 
1974 15-4 
SIGAL L V 
INFORMAL COMMUNICATION 3ETWEEN THE BUREAUCRACY AND CONGRESS 
1974 15-4 


TARR C W JR 
THE WAR POWERS RESOLUTION AND THE PROBLEM OF INFORMATION 
( CONGRESS , EXECUTIVE ) 
1974 15-4 
RANSOM H H 
THE UeSe CONGRESS AND AMERICAN SECRET INTELLIGENCE AGENCIES 


CONGRESSIONAL 1974 13-5 

BECKMAN N 
USE OF A STAFF AGENCY BY THE CONGRESS -- EXPERIENCES OF THE 
CONGRESSIONAL RESEARCH SERVICE UNDER THE LEGISLATIVE 
REORGANIZATTON=ACT OF -1970 

1974 13-3 
PIERESON JE 
POLICY DIFFERENCES AND CONGRESSIONAL PARTIES <= A 
DISCRIMINANT ANALYSTS 

1974 13-1 
ACHEN C H STOLAREK JS 
THE RESOLUTION OF CONGRESSIONAL COMMITTEE ASSIGNMENT 
CONTESTS -- FACTORS INFLUENCING THE DEMOCRATIC 
COMMITTEE ON COMMITTEES 


1974 13-3 
ROEECK 3 W 
THE CONGRESSIONAL BLACK CAUCUS AND BLACK REPRESENTATION 
1974 13-5 


HAMMOND S W 
THE CHANGING ROLE OF THE PERSONAL PROFESSIONAL STAFF IN 
CONGRESSIONAL DECISION-MAKING 


CONNECTICUT 1974 9-1 
ALTENSTETTER C BJORKMAN J W 
THE IMPACT OF FEDERAL CHILD HEALTH PROGRAMS ON STATE 
HEALTH POLICY FORMATION AND SERVICE QELIVERY <= THE 
CASE OF CONNECTICUT 


CONSENSUS 1974 6-3 
WALKER JL 
THE OIFFUSION OF KNOWLEGGE AND POLICY CHANGE -- TOWARD A 
THEORY OF AGENDA SETTING ( ELITE , CONSENSUS ) 
CONSERVATISM 1974 3-1 
HAVARD WC 


CONSERVATISM AND THE BRITISH PHILOSOPHICAL STYLE -- 
THE CASE OF MICHAEL OAKESHOTT 


CONSERVATIVE 1974 3-1 
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HART J 
THE AMERICAN CONSERVATIVE MOVEMENT -- A THEORETICAL 
BALANCE SHEET 


CONSERVATIVE 1974 3-1 

NASH G H 
CONSERVATIVE ICONOCLAST -- THE INTELLECTUAL ONYSSEY OF 
WILLMOORE KENDALL 

1974 
JAFFA H V 
EQUALITY AS A CONSERVATIVE PRINCIPLE 

1974 3-7 


WERTHEIMER A 
IS ORDINARY LANGUAGE ANALYSTS CONSERVATIVE ( PHILOSOPHY ) 


CONSOCTATIONAL 1974 
ELDERSVELD S J 
POLITICAL ELITE LINKAGES IN THE DUTCH CONSOCIATIONAL 
SYSTEM ( BEHAVIOR ) 


12-4 


CONSOLIDATED-EDISONS 1974 9-2 
SEELMAN K D 
THE POLITICS OF NUCLEAR ENERGY -- A CASE STUDY OF 
CONSOLTIDATED-EDISONS PLANTS AT INDOIAN-POINT BUCHANAN 
NE W-YORK 


CONSPIRATORIAL 1974 6-4 
SCHNETOER P R 
PUBLIC PROTEST AND CONSPIRATORIAL VIOLENCE -- TOWARDS A 
MODEL OF ANTICIPATED RESPONSE ( INSTITUTIONS ) 


CONSTITUENCIES 9-4 
MYERS F E 
APPLYING POLITICAL SCIENCE TO THE ESTIMATION OF POLITICAL 
FEASIBILITY -- THE CASE OF COASTAL ZONE MANAGEMENT 
( CONSTITUENCIES ) 
1974 9-7 
WYNER A J 
THE POLITICAL AND ADMINISTRATIVE CONSTITUENCIES OF AMERICAN 
OMBUDSMEN -- SOME COMMENTS ON THE PREMISE OF INDEPENDENCE 


CONSTITUTIONAL 1974 13-1 
THOMPSON 
AN ANALYSIS OF THE LEGISLATIVE AMBITIONS OF STATE 
CONSTITUTIONAL CONVENTION DELEGATES 


1974 17-3 
MCGOWAN B 
THE OTTOMAN CONSTITUTIONAL ADVENTURE == A SEARCH FOR THE 
GOLDEN-FLEECE 
CONSTRAINTS 1974 15-2 
BRADY L P 
BUREAUCRATIC POLITICS AND SITUATIONAL CONSTRAINTS IN 
FOREIGN-POLICY 
1974 15-6 
CANTORI L J 
DOMESTIC CONSTRAINTS UPON SUBORDINATE SYSTEM ACTOR 
FOREIGN=POLICY 
CONTROL 1974 16-1 


KEGLEY C W JR 
MEASURING THE GROWTH AND DECAY OF TRANSNATIONAL NORMS 
RELEVANT TO THE CONTROL OF VIOLENCE 

1974 
POOL J GROFMAN 8B 
COMPUTER PROGRAMS AS A MEANS OF EFFICIENCY AND CONTROL 
IN CROSS-CULTURAL EXPERIMENTAL GAMES 


1974 16-2 
BREWER TL 
A LEARNING BEHAVIOR APPROACH TO POLICY ANALYSTS -= THE CASE 
OF AMERICAN ARMS CONTROL POLICY 
1974 9-2 
LIEBER H 
FEDERALISM ANO CLEAN WATERS -- A STUDY OF INTERGOVE RNMENTAL 
RELATIONS AND THE 1972 WATER POLLUTION CONTROL ACT 
( POLICY ) 
1974 17-1 


MARGULIES S L 
BEHAVIOR MODIFICATION PROGRAMS IN AMERICAN PRISONS -- 
A CASE=STUDY IN PUBLIC POLICY AND HUMAN CONTROL TECHNOLOGY 


CONVENTION 

ROBACK T 

POLITICAL ATTITUDES AMONG REPUBLICAN LEADERS <= THE CASE OF 
DELEGATES TO THE 1972 NATIONAL CONVENTION ( ISSUES ) 
1974 13-1 


1974 7-4 


THOMPSON WN 
AN ANALYSIS OF THE LEGISLATIVE AMBITIONS OF STAT 
CONSTITUTIONAL CONVENTION DELEGATES 

1974 12-2 
DEFELICE E G 
PRE-CONVENTION POLITICS -- THE SURGE OF AMATEUR DELEGATES 
FROM ILLINOIS » 1972 ( NOMINATIONS » CONVENTION ) 


CONVENTIONS 
KIRKPATRICK J J 
REPRESENTATION IN NATIONAL POLITICAL CONVENTIONS <= THE 
CASE-0F-1972 


1974 


CORPORATE 
WORTHINGTON R GOLORICH D 
ENVIRONMENTAL AWARENESS AND THE DEVELOPMENT OF CITIZENSHIP 
TO TRANSCEND THE CORPORATE STATE 


1974 17-2 


CORPORATION 1974 
BINNING WC 


16-4 


AN AUOIT OF THE POLITICAL POWER OF THE MULTINATIONAL 
CORPORATION IN THE LESS-DEVELOPED COUNTRIES 
{ TRANSNATIONAL POLICY 


CORPORATISM 197% 17-4 
STEVENS E P 
MEXICOS PRI -=- THE INSTITUTIONALIZATION OF CORPORATISM 


{ PARTY , ELITE ) 


COUPS 1974 6-5 
MCKINLAY 8 D COHAN AS 
MILITARY COUPS , MILITARY REGIMES , AND SOCIAL CHANGE 


COURT 1974 14-5 
CANON B C 
TAKING ADVANTAGE OF A QUAST EXPERIMENT SITUATION <= THE 


IMPACT OF MAPP-V=-OHIO 
EXPERIMENT ) 


( COURT , POLICE , LISERTY , 


1974 14-5 
FALIK M 
THE IMPACT OF THE SUPREME=COURT DECISICN ON ABORTION -= 
POLITICAL AND LEGISLATIVE RESISTANCE Ve. COURT REACTIONS 


1974 14-3 
YARBROUGH T E 
THE NIXON COURT AND THE FIRST-AMENDMENT 
1974 14-2 
HANDBERG R JR 
DECISION-MAKING IN A NATURAL COURT 1916-1921 
( SUPRE ME-COURT ) 


1974 14-3 
WAY H F 
THE NIXON COURT -= TWO MODELS OF CRIMINAL JUSTICE 
1974 14-5 
BROWN D W STOVER R V 


AN ECONOMIC APPROACH TO COMPLIANCE WITH COURT DECISIONS 
( UTILITY-THEORY ) 


1974 14-5 
MAIMAN R J 
PRIVATE ATTORNEYS IN JUVENILE COURT <= THE IMPACT OF 
IN-RE=GAULT ( DUE=PROCESS , ATTITUDES ) 
COURT-OF=-APPEALS 1974 14-6 
FLANDERS S GOLDMAN J 


SCREENING PRACTICES AND THE USE OF PARA=JUDICIAL 
PERSONNEL IN A UseSe COURT=OF-APPEALS ( JUDICIAL ) 


COURTS 1974 14-2 
DUCAT C R FLANGO VE 
AFFECTIVE AND EFFECTIVE LEADERSHIP ON STATE SUPREME=-COURTS 
-- THE ROLE OF THE CHIEF=JUSTICE ( VCTING » OSISSENT , 
CouRTS ) 
1974 14-2 
GRUNBAUM W F 
JUDICIAL ATTITUDES TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 


COURTS=-OF=-APPEALS 1974 14-2 
HOWARD J W JR 
ROLE PERCEPTIONS AND BEHAVIOR IN THREE UeSe 
COURTS-OF-APPEALS ( ORIENTATIONS ) 


COVERT 1974 12-3 
ASCHER WL 
SURVIVAL STRATEGIES OF PROSCRIGED PARTIES == SOME RECENT 
LATIN-AMERICAN EXPERIENCES COVERT » OVERT ) 
CREATIVITY 1974 10-2 
RA JO BOURDEAUX R M 


INTELLIGENCE CREATIVITY » AND POLITICAL SOCIALIZATION 
( POLITICAL-BEHAVIOR ) 


CRIME 1974 14-1 
BECKER T 
HOW POLITICAL SCIENTISTS HAVE HELPED MAKE OUR CRIMINAL 
JUSTICE SYSTEM A CRIME 


CRIMINAL 1974 9-1 
BOLLINGER WS VEZNER K O 
INTERGOVERNMENTAL RELATIONS AND CRIMINAL JUSTICE ¢( OHIO ) 
1974 14-1 
BECKER T 
HOW POLITICAL SCIENTISTS HAVE HELPED MAKE OUR CRIMINAL 
JUSTICE SYSTEM A CRIME 
1974 
JACOB H EISENSTEIN J 
SENTENCES ANO OTHER SANCTIONS IMPOSEO ON FELONY DEFENDANTS 
IN BALTIMORE CHICAGO AND DETROIT CRIMINAL ) 
1974 14-1 
MARKHAM W G 
CHROMATIC JUSTICE -- COLOR AS AN ELEMENT OF THE OFFENSE 
( CRIMINAL ) 


1974 14-3 
WAY H F 
THE NIXON COURT == TWO MODELS OF CRIMINAL JUSTICE 
CRISIS 1974 16-1 
NATHAN J A 
THE MISSILE CRISIS -- HIS FINEST HOUR NOW ( CUBA ) 
1974 5-6 
KLIEN G 


THE ROLE OF ETHNICITY IN THE CZECHOSLAVAK CRISIS OF -1968 
AND IN THE YUGOSLAV CRISIS OF -1971 

197% 43-5 
PFALTZGRAFF R L JR 
THE MIDOLE-EAST CRISTS -= IMPLICATIONS FOR THE EUROPEAN 
AMERICAN RELATIONSHIP 
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CRITICAL~ELECTIONS 1974 10-5 
SEITZ ST 
SOCIAL UNREST AND CRITICAL ELECTIONS -- PERIODICITY IN 
AMERICAN HISTORY ( VIOLENCE , CRITICAL-ELECTIONS ) 


CROSS-CULTURAL 1974 4-& 
POOL J GROFMAN 8 
COMPUTER PROGRAMS AS A MEANS OF EFFICIENCY AND CONTROL 
IN CROSS-CULTURAL EXPERIMENTAL GAMES 


CROSS-NATIONAL 1974 5-4 

HEITOWIT H 
ETHNIC PLURALISM AND CIVIL VIOLENCE -- AN EXPLORATORY 
CROSS-NATIONAL ANALYSIS 

1974 13-6 
MEZEY ML MEZEY S G 
STUDENT ATTITUDES TOWARD THE LEGISLATURE -- A 
CROSS-NATIONAL , MULTI-INSTITUTIONAL APPROACH 


CUBA 1974 16-1 
NATHAN J A 
THE MISSILE CRISIS -- HIS FINEST HOUR NOW ( CUBA ) 
CUL TURAL 1974 5-5 
DISHMAN R 8B 


CULTURAL PLURALISM AND BUREAUCRATIC NEUTRALITY IN THE 
BRITISH-CARIBBEAN ( MODEL ) 


CUL TURE 1974 5-4 
TESSLER MA KNUTH L 
TOWARD A THEORY OF POLITICAL CULTURE OF NON-ASSIMILATING 
MINORITIES -- JEWS IN TUNISIA AND MOROCCO AND ARABS IN 
ISRAEL 


CZECHOSLAVAK 1974 5-6 
KLIEN G 
THE ROLE OF ETHNICITY IN THE CZECHOSLAVAK CRISIS OF -1968 
AND IN THE YUGOSLAV CRISIS OF -1971 


DALLAS 1974 8-2 
MURRAY R VEOLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -- BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS , AND NEW-ORLEANS 


DANISH 1974 2-4 
DAMGAARD E RUSK JG 
CLEAVAGES STRUCTURES AND REPRESENTATIONAL LINKAGES -- 
A LONGITUDINAL ANALYSIS OF DOANISH LEGISLATIVE BEHAVIOR 


DATA=PROCESSING 1974 8-3 
STARLING J D 
LIVING WITH EDP IN A MUNICIPAL BUREAUCRACY -=- THE CASE OF 
OAKLAND ( ELECTRONIC » DATA-PROCESSING ) 


DECISION-MAKING 1974 9-2 
THOMAS R DO 
INTERGOVERNMENTAL COORDINATION IN THE IMPLEMENTATION OF 
NATIONAL AIR AND WATER POLLUTION POLICIES 
DECISION-MAKING ) 


1974 9-2 
BALL B P 
WATER POLLUTION AND COMPLIANCE DECISION-MAKING 

1974 1-3 
MILCH JE 


FEASIBLE AND PRUDENT ALTERNATIVES ATRPORT DEVELOFMENT IN 
THE AGE OF PUBLIC PROTEST ( DECISION-MAKING , OPPOSITION ) 
1974 4-1 
MCWHIRTER TIT DO A 
TESTING FOR GROUPTHINK <= THE EFFECT OF ANTICIPATED GROUP 
MEMBERSHIP ON INDIVIDUAL DECISION-MAKING ( RISK=TAKING ) 
1974 4-& 
JACKNIS N J 
LEARNING IN POLITICAL DECISION-MAKING ENVIRONMENTS 
( EXPERIMENT ) 
1974 13-2 
MATHENY R W 
ROLE CONFLICT -- A QUANTITATIVE ANALYSIS OF THE URBAN 
LEGISLATOR ( DECISION-MAKING ) 
1974 14-2 
GRUNBAUM W F 
JUDICIAL ATTITUDES TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 
1974 14-2 
HANDBERG R JR 
DECISION-MAKING IN A NATURAL COURT 1916-1921 
SUPREME-COURT ) 
1974 17-2 
ARNOLD S H 
AUTHORITARIAN REGIMES AND ECONOMIC MODERNIZATION -- 
THE POLITICS OF THE BRAZILIAN MIRACLE ( DECISION-MAKING ) 
1974 13-5 
HAMMOND S W 
THE CHANGING ROLE OF THE PERSONAL PROFESSIONAL STAFF IN 
CONGRESSIONAL DECISION-MAKING 
1974 4-1 
DAVIS D0 F 
SEARCH BEHAVIOR IN SMALL DECISION-MAKING GROUPS -- AN 
INFORMATION PROCESSING PERSPECTIVE 


DECISIONS 1974 2-2 
WENDELL RE 
ON COMMITTEE DECISIONS UNDER MAJORITY=-RULE -- A SPATIAL 
APPROACH ( PREFERENCES ) 
1974 14-2 
KORT F 


A SPECIAL AND A GENERAL MULTIVARIATE THEORY OF JUDICIAL 
DECISIONS 


DECISIONS 1974 14-5 
BROWN O W STOVER R V 
AN ECONOMIC APPROACH TO COMPLIANCE WITH COURT DECISIONS 
( UTILITY-THEORY ) 
1974 14-5 
BULLOCK C § III ROOGERS HR JR 
COERCION TO COMPLIANCE -= SOUTHERN SCHCOL DISTRICTS AND 
SCHOOL DESEGREGATION GUIDELINES ( ATTITUDES » OECISIONS ) 


DEFENDANTS 1974 14-1 
JACOB H ETSENSTEIN J 
SENTENCES AND OTHER SANCTIONS IMPOSEO ON FELONY DEFENDANTS 
IN BALTIMORE 4 CHICAGO , AND DETROIT ( CRIMINAL ) 


DEMOCRACIES 1974 9-5 
WIRT F M 
ETHNIC MINORITIES AND SCHOOL POLICY IN FUROPEAN 
DEMOCRACIES == THEORY AND CASE STUDIES ( COMPARATIVE ) 
DEMOCRACY 1974 8-1 
PATEMAN C 
A CONTRIBUTION TO THE POLITICAL THEORY OF ORGANIZATIONAL 
DEMOCRACY 
1974 8-1 
SACHS S M 
PROBLEMS IN BUILDING SUCCESSFUL ORGANIZATIONAL DEMOCRACY . 
1974 8-1 
BROWER M 


RELATIONSHIPS BETWEEN ORGANIZATIONAL DEMOCRACY , 
PRODUCTIVITY , AND THE QUALITY OF WORKING LIFE 


1974 3-5 
WINTHROP 0 
ARISTOTLE == DEMOCRACY AND POLITICAL PHILOSOPHY 

1974 15-2 
MOORE OD W KAYSER JR 
DEMOCRACY MAKES A OIFFERENCE == DEMOCRATIC THEORY AND 
FOREIGN=-POLICY 

1974 19-1 


LINOBLOM C E 
POLITICAL PRUDENCE AND THE INTELLIGENCE OF DEMOCRACY 
( MERRIAM ) 


DEMOCRATIC 1974 13-4 
STEVENS A G JR 
THE NEMOCRATIC STUDY-GROUP AND THE HOUSE DEMOCRATIC 
PARTY == SIXTEEN YEARS OF CHANGE 
1974 13-1 
ACHEN C H STOLAREK JS 
THE RESOLUTION OF CONGRESSIONAL COMMITTEE ASSIGNMENT 
CONTESTS -= FACTORS INFLUENCING THE OEMOCRATIC 
COMMITTEE ON COMMITTEES 


1974 11-4 
HOWELL S E 
SYSTEM EFFECTS ON LEGISLATOR VISIBILITY IN FIVE DEMOCRATIC 
COUNTRIES 
1974 15-2 
MOORE DO W KAYSER JR 
DEMOCRACY MAKES A DIFFERENCE == DEMOCRATIC THEORY AND 
FOREIGN-POLICY 
DEPENDENCY 1974 16-3 
COX R W JACO3SON H 


IGOS AND WORLD ECONOMIC POLICY IN THE PERSPECTIVE OF 
DEPENDENCY RELATIONSHIP 
( INTERGOVERNMENTAL » ORGANIZATIONS ) 


DEPRIVED 1974 8-2 
MURRAY R VEOLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES == BLACK 
ELECTORAL GROUPS IN HOUSTON » OALLAS , AND NEW-ORLEANS 
DESEGREGATION 1974 14-5 
BULLOCK C S III RODGERS HR JR 
COERCION TO COMPLIANCE -- SOUTHERN SCHOOL DISTRICTS AND 
SCHOOL DESEGREGATION GUTDELINES ATTITUDES , DECISIONS ) 
DETENTE 1974 45-5 
wOOD R S 


TRANS-EUROPEANISM » DETENTE » AND THE EUROPEAN COMMUNITY -- 
DIALECTICS AND LINKAGES IN EUROPEAN POLITICS 


DETROIT 1974 14-1 
JACOB H EISENSTEIN J 
SENTENCES AND OTHER SANCTIONS IMPOSED ON FELONY OEFENDANTS 
IN BALTIMORE , CHICAGO , AND CRIMINAL 


DEVELOPED 1974 5-3 
FLORA C B 
WORKING CLASS WOMENS POLITICAL PARTICIPATION -- ITS 


POTENTIAL IN NEVELOPED COUNTRIES 

1974 16-3 
MINGST K A 
A FRAMEWORK FOR ANALYZING THE PROCESS ¢£ND OUTPUT OF 
COMMODITY POLICY BETWEEN DEVELOPED AND DEVELOPING NATIONS 


DEVELOPING 1974 9-2 
SACCO J F 
FACTORS IN DEVELOPING NATIONAL POLICIES FOR LOCAL MASS 
TRANSIT == ASSESSING THE IMPACT OF THE ENERGY SHORTAGE 

1974 6-5 

MARTIN WC HOPKINS K 
POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY <= 
CLEAVAGE CRYSTALLIZATION AND THE FORMATION OF THE 
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POLITICAL PROCESSES IN FINLAND , 1900-1918 ( ELECTORAL , 
PARTY ) 


DEVELOPING 1974 16-2 
LAURANCE E J ROSS G 
INFLUENCE OVER THE USE OF VIOLENCE GAINED THROUGH ARMS 
TRANSFERS TO DEVELOPING STATES 

1974 16-3 

MINGST K A 
A FRAMEWORK FOR ANALYZING THE PROCESS AND OUTPUT OF 
COMMODITY POLICY BETWEEN DEVELOPED AND DEVELOPING NATIONS 


DEVELOPMENTAL 1974 17-6 
FARLOW RL 
MODELS OF MONISM AND PLURALISM IN THE EAST EUROPEAN 
DEVELOPMENTAL CONTEXT ( COMMUNIST ) 


OTACHRONIC 1974 17-6 
CAMP G D JR 
THE POLITICS OF SOVIET ECONOMIC DEVELOPMENT -- A OTACHRONIC 
VIEW 
OIALECTICS 1974 15-5 
wooo R S 


TXANS-EUROPEANISM , DETENTE , AND THE EUROPEAN COMMUNITY <-- 
DIALECTICS AND LINKAGES IN EUROPEAN POLITICS 


OIF FUSION 1974 6-3 
SCARRITT JR 
THE DIFFUSION AND INVENTION OF LEGISLATIVE AND PARTY 
STRUCTURES IN ANGLOPHONE AFRICA 
1974 6-3 
MIDLARSKY M I 
THE URBAN RIOTS -=- DIFFUSION OR RACE WAR ( VIOLENCE ) 
1974 6-3 
WALKER JL 
THE OIFFUSION OF KNOWLEDGE AND POLICY CHANGE -- TOWARD A 
THEORY OF AGENDA SETTING ( ELITE » CONSENSUS ) 


DIMENSIONLAND 1974 2-1 
WETSBERG H F 
DIMENSIONLAND -- AN EXCURSION INTO SPACES ( SCALING ) 


DISCRETION 1974 17-1 
STRUM P 
WATERGATE AND THE FEDERAL JUDICIARY -- AUTHORITARTARKISM OR 
DISCRETION ( PLEA=-BARGAINING SENTENCING ) 


DISCRIMINANT 1974 13-3 
PIERESON JE 
POLICY DIFFERENCES AND CONGRESSIONAL PARTIES <= A 
DISCRIMINANT ANALYSIS 


OLSSENT 1974 14-2 
DUCAT CR FLANGO VE 
AFFECTIVE AND EFFECTIVE LEADERSHIP ON STATE SUPREME=-COURTS 
THE ROLE OF THE CHIEF-JUSTICE ( VOTING DISSENT , 


courts ) 

DISSONANT 1974 10-4 
ENTMAN R M PROTHO J W SHARP E F 
THE MASS-MEDIA OISSONANT EVENTS » AND ALTENATION A 


PANEL=STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 


DOMESTIC 1974 14-3 
ELLIFF JT 
THE POLITICS OF DOMESTIC INTELLIGENCE -- SURVEILLANCE 
ANO CIVIL LIBERTIES UNDER THE NIXON ADMINISTRATION 


1974 15-6 
CANTORI Lt J 
DOMESTIC CONSTRAINTS UPON SUBORDINATE SYSTEM ACTOR 
FOREIGN=-POLICY 

1974 15-5 
PUCHALA D J 


DOMESTIC POLITICS AND REGIONAL HARMONIZATION IN THE 
EUROPEAN COMMUNITIES 


DOMINANT 1974 12-7 
FUKUI H 
FACTIONALISM IN A DOMINANT PARTY SYSTEM <= THE CASE OF 
JAPAN 

DOMINATION 1974 17-1 
RADINE L B 


THE CAREER OF A GI ANTI-WAR ORGANIZER WITHIN THE UeSe ARMY 
( DOMINATION ) 


DOWNSTIAN 1974 
FROHLICH N OPPENHEIMER JA SMITH J 
YOUNG O R 
A TEST OF DOWNSIAN VOTER RATIONALITY -- 1964 PRESTDENTIAL 
VOTING 
DUE=PROCESS 1974 14-5 
MAIMAN R J 


PRIVATE ATTORNEYS IN JUVENILE COURT -- THE IMPACT OF 
IN-RE-GAULT ( DUE-PROCESS , ATTITUDES ) 


DUTCH 1974 12-4 
ELDERSVELD S J 
POLITICAL ELITE LINKAGES IN THE DUTCH CONSOCIATIONAL 
SYSTEM ( BEHAVIOR ) 


DYNAMICS 1974 6-4 
RENSHON S A 


PERSONALITY , POLITICAL MOTIVATION AND POLITICAL 
VIOLENCE SOME GENERATIONAL OYNAMECS AND ATTITUDINAL 
CORRELATES ( LEGITIMACY ) 


DYNAMICS 1974 13-2 
SEITZ S T SHAWL E 
ROLE OYNAMICS AND LEGISLATORS BEHAVIOR -=- MINNESOTA 
OYSTOPIAN 1974 3-8 
SIBLEY M Q 
RELIGION ANDO BELITEF-SYSTEMS IN UTOPTAN AND DYSTOPIAN 
THOUGHT 
ECONOMIC 1974 16-3 
COX R W JACOSSON H 


IGOS AND WORLD ECONOMIC POLICY IN THE PERSPECTIVE OF 
DEPENDENCY RELATIONSHIP 
( INTERGOVERNMENTAL » ORGANIZATIONS ) 
1974 17-2 
ARNOLD S H 
AUTHORITARIAN REGIMES AND ECONOMIC MCDERNIZATION -- 
THE POLITICS OF THE BRAZILIAN MIRACLE ( DECISION-MAKING ) 
1974 14-4 
NAGEL S NEEF M 
SOME NEW OIRECTIONS IN APPLYING ECONOMIC MODELING TO 
JUDICIAL RESEARCH 


1974 10-1 
MILLER A H 
CHANGE IN POLITICAL TRUST -- DISCONTENT WITH AUTHORITIES 
AND ECONOMIC POLICIES , 1972-73 ( LEADERSHIP ) 

1974 14-5 
BROWN OD W STOVER R V 


AN ECONOMIC APPROACH TO COMPLIANCE WITH COURT DECISIONS 
( UTILITY-THEORY ) 
1974 14-6 
GROSSMAN J B SARAT A 
A REPORT OF SOME SOCIAL , POLITICAL ANO ECONOMIC 
CORRELATES OF LITIGATION IN THE AMERICAN STATES 


1974 17-6 
CAMP GD JR 
THE POLITICS OF SOVIFT FCONOMIC DEVELCPMENT -- A OIACHRONIC 
VIEW 
1974 8-3 
STARLING J D 
LIVING WITH EOP IN A MUNICIPAL BUREAUCRACY -- THE CASE OF 
OAKLAND ( ELECTRONIC DATA=PROCESSING ) 
ENUCATION 1974 B-2 
KOTLER N G 


THE DECLINE OF POLITICAL COMMUNITY IN fEW-ENGLANOD TOWNS <== 
THE IMPACT ON CITIZEN PARTICIPATION AND EDUCATION 
1974 18-3 
FISHEL J GILLESPIE JA 
GRADUATE EDUCATION AND THE NEVELOPMENT OF TEACHING SKILLS 
IN POLTTICAL SCIENCE -= PROGRAMS AT INOTANA=UNIVERSITY 


1974 18-3 
PALETZ DL 
TEACHER ENUCATION IN POLITICAL SCTENCE GRADUATE PROGRAMS 
EEC 1974 15-5 
HURWITZ L 
THE EEC IN THE UNITEN-NATIONS == THE VOTING BEHAVIOR OF 
EIGHT COUNTRIES » 1948-1973 
EFFICACY 1974 10-3 
WELCH S CLARK C 
CHANGE IN POLITICAL EFFICACY -- A TEST OF TWO HYPOTHESES 
1974 10-7 
DAVIS CL COLEMAN K M 
THE REGIME LEGITIMATING FUNCTION OF EXTERNAL POLITICAL 
EFFICACY IN AN AUTHORITARTIAN REGIME += THE CASE OF MEXICO 
1974 10-4 


MCCLAIN J 9 
TRUST » EFFICACY AND ALTENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH -- BEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 


EFFICIENCY 1974 
POOL J GROFMAN B 
COMPUTER PROGRAMS AS A MEANS OF EFFICIENCY AND CONTROL 
IN CROSS-CULTURAL EXPERIMENTAL GAMES 


EGYPT 1974 
NEKMEJIAN R H 
ELITE RECRUITMENT » MARKOV=CHAINS » AND PATH=ANALYSIS -= 
ISRAEL » EGYPT , AND LEBANON 


ELECTION 1974 13-1 
KIMCL GREEN J J OCONNOR P F 
ENGSTROM RL 

LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE == A 


PRELIMINARY=REPORT OF THE 1971 LOUISTANA ELECTION SURVEY 
( REPRESENTATION 4 PARTY ) 
1974 10-4 
MCCLAIN J D 
TRUST » EFFICACY AND ALIENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH -- BEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 


ELECTIONS 1974 11-1 
ERIKSON R S 
THE IMPACT OF NEWSPAPER ENDORSEMENTS IN PRESIDENTIAL 
ELECTIONS 
1974 12-2 


GREENBERG SR MATHENY R 
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THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS -- 
A STUDY OF PRIMARY ANO GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES ( INTEREST-GROUPS » NEWSPAPER , CITY ) 


ELECTIONS 1974 12-2 

MCCARTHY S B 

GATE-KEEPING IN THE NOMINATIONS PROCESS IN YUGOSLAVIA 
( ELECTIONS ) 

1974 10-5 

SEITZ S T 

SOCIAL UNREST AND CRITICAL ELECTIONS -- PERIODICITY IN 
AMERICAN HISTORY ( VIOLENCE » CRITICAL-ELECTIONS ) 


ELECTORAL 1974 8-2 
MURRAY R VEDLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -- BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS , AND NEW-ORLEANS 
1974 11-1 
JACOBSON G C 
THE IMPACT OF BROADCAST CAMPAIGNING ON ELECTORAL OUTCOMES 
1974 11-1 
FARLEY L T MARKS JS 
CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -- MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 
1974 2-2 
ROSENTHAL H SEN S 
THE ELECTORAL PROCESS IN FRANCE -- SPATIAL MODELS AND THE 
TWO-BALLOT SYSTEM ( VOTING ) 
1974 4-3 
BOUGHAN K 
THE FORGETFUL VOTER -- AN EXPERIMENT IN ELECTORAL 
RATIONALITY AND ISSUE RECALL ( COGNITION ) 
1974 6-5 
MARTIN WC HOPKINS K 
POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY -- 
CLEAVAGE CRYSTALLIZATION ANO THE FORMATION OF THE 
POLITICAL PROCESSES IN FINLAND » 1900-1918 ( ELECTORAL , 
PARTY ) 
1974 11-1 
CRAIG RE VEBLEN E P 
THE ELECTORAL IMPACT OF THE MANCHESTER NEW-HAMPSHIRE 
UNION-LEADER ( NEWSPAPER , VOTING ) 
1974 13-3 
EDWARDS G 


PRESIOENTIAL INFLUENCE IN THE UeSe HOUSE-OF -REPRESENTATIVES 


-- PRESIDENTIAL ELECTORAL PERFORMANCE AS A SOURCE OF 
PRESIDENTIAL POWER ( VOTING ) 


ELECTORAL-COLLEGE 1974 2-2 
USLANER E M 
SPATIAL MODELS OF THE ELECTORAL-COLLEGE -- DISTRIBUTION 
ASSUMPTIONS AND BIASES OF THE SYSTEM 


ELECTORAL=-PROCESS 1974 11 
JACKSON JE 
ISSUES PARTY CHOICES , PRESIDENTIAL VOTES 
{ ELECTORAL-PROCESS , PUBLIC POLICY ) 


N 


ELECTORATE 1974 6-6 
PEDERSEN J T 
AGE AND POLITICAL CHANGE IN THE ELECTORATE 
1974 11-2 
REPASS DE 
LEVELS OF RATIONALITY AMONG THE AMERTCAN ELECTORATE 
( POLITICAL-AWARENESS ) 


ELECTRONIC 1974 8-3 
STARLING J D 
LIVING WITH EDP IN A MUNICIPAL BUREAUCRACY -= THE CASE OF 
OAKLAND ( ELECTRONIC 4 DATA=PROCESSING ) 


ELITE 1974 6-3 
WALKER JL 
THE DIFFUSION OF KNOWLEDGE AND POLICY CHANGE -- TOWARD A 
THEORY OF AGENDA SETTING ( ELITE , CONSENSUS ) 
1974 7-3 
SOULE J W MCGRATH WE 
A COMPARATIVE STUDY OF MALE-FEMALE POLITICAL ATTITUDES AT 
CITIZEN AND ELITE LEVELS 
1974 7-5 
POWELL G B JR 
CITIZEN ELITE LINKAGES IN AUSTRALIAN COMMUNITIES -- 
DEGREE » STRUCTURE » AND PROCESS OF OPINION REPRESENTATION 
( ATTITUDE ) 
1974 12-4 
ELDERSVELD S J 
POLITICAL ELITE LINKAGES IN THE DUTCH CONSOCIATIONAL 
SYSTEM ( BEHAVIOP ) 
1974 17-4 
STEVENS P 
MEXICOS PRI -- THE INSTITUTIONALIZATION OF CORPORATISM 
( PARTY , ELITE ) 
1974 7-3 
KYLE P A 
SOCIALIZATION AND RECRUITMENT PATTERNS OF WOMEN IN PARTY 
ELITE IN NORTH=-CAROLINA 
1974 7-6 
DEKMEJIAN R H 
ELITE RECRUITMENT MARKOV=-CHAINS » AND PATH-ANALYSIS -- 
ISRAEL » EGYPT , AND LESANON 
1974 7-6 
RUDOLPH S H RUDOLPH L I 
BUREAUCRATIC LINEAGES IN PRINCELY INDIA -= THE PATRIMONTAL 
POLITICS OF AUTHORITARIAN REGIMES ( ELITE ) 
1974 7-6 
SMITH P H 


MAKING-IT IN MEXICO -- ASPECTS OF POLITICAL MOBILITY SINCE 
1946 ( ELITE ) 


ELITES 1974 4-2 
FRANK R S 
PSYCHOLINGUISTIC AND PHYSTOLOGICAL COMPARISONS OF GERMAN 
AND AMERICAN ELITES IN INTERVIEW SITUATIONS 
1974 5-4 
MCBEATt G A 
STRATEGIES AND MOBILIZATION TACTICS OF ETHNIC ELITES -- 
OVERSEAS CHINESE 
1974 12-3 
LACORNE 0 C J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM <= THE 
BELIEFS OF COMMUNIST MUNICIPAL ELITES ( MAYORS , 
PARTISANSHIP ) 
1974 6-6 
BLACKWELL R E JR 
POLITICAL GENERATION AND ATTITUDE CHANGE AMONG 
SOVIET=-OBKOM ELITES 


1974 13-2 
HEDLUND R OD HAMM K 
THE EFFECTS OF INSTITUTIONAL CHANGE CN LEGISLATOR 
ATTITUDES -=- PROCEDURAL REFORM AND MEMBER PERCEPTIONS 
( ELITES ) 
1974 7-4 
STEWART P D0 TOWN K 


THE CAREER ATTITUDE LINKAGE AMONG SOVIET REGIONAL ELITES -- 

AN EXPLORATION OF ITS NATURE AND MAGNITUDE 

1974 7-6 

LEVINE 9 H 
CAREER PATTERNS AND PERSPECTIVES OF CHURCH ELITES IN 
VENEZUELA AND COLOMBIA 


EMPIRICAL 1974 8-4 
OSTROM V 
LANGUAGE , THEORY AND EMPIRICAL RESEARCH -- ELEMENTS OF 
PARADIGM REFORMULATION IN PUBLIC ADMINISTRATION 


1974 2-6 
KRAUSS WR 
POLITICAL RESOURCES AND LIABILITIES -=- SOME THEORETICAL 
AND EMPIRICAL CONSIDERATIONS 
1974 13-6 


MOHAPATRA M K 
COLLEGE YOUTH AND THE LEGISLATORS 29LE IN A MODERNIZING 


LEGISLATURE -- PRELIMINARY=2EPORT OF AN EMPIRICAL STUDY 
( INDIA ) 
1974 12-7 
ZARISKI R | 
PARTY FACTIONS AND COMPARATIVE-POLITICS -- SOME EMPIRICAL 
FINDINGS 
1974 11-6 
MILLER R E 


AN EMPIRICAL MODEL OF THE VOTERS NDECISTONAL CALCULUS 


ENDORSEMENTS 1974 
ERIKSON R S 
THE IMPACT OF NEWSPAPER ENDORSEMENTS PRESIDENTIAL 
ELECTIONS 
1974 12-2 
GREENBERG S R MATHENY R 
THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS <= 
A STUDY OF PRIMARY AND GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES INTEREST=-GROUPS NEWSPAPER CITY ) 


ENERGY 1974 9-2 
SEELMAN K 
THE POLITICS OF NUCLEAR ENERGY -= A CASE STUDY OF 
CONSOLIDATED-EDISONS PLANTS AT INOTAN=POINT 4, SUCHANAN , 
NEW-YORK 
1974 9-2 
SACCO J F 
FACTORS IN DEVELOPING NATIONAL POLICIES FOR LOCAL MASS 
TRANSIT += ASSESSING THE IMPACT OF THE ENERGY SHORTAGE 
1974 16-5 
HUGHES 8 B 


ENERGY RESEARCH IN THE CONTEXT OF A WORLD-MODEL 


ENFORCEMENT 1974 9-6 
COLLINS JN SAUNDERS J DOWNES 8B T 
THE IMPACT OF HOUSING CODE ENFORCEMENT PRACTICES ON THE 
MAINTENANCE OF HOUSING QUALITY -= A RESEARCH-DESIGN 


ENTREPRENEURSHIP 1974 9-3 
LIEBSCHUTZ S F 
GENERAL REVENUE SHARING AND POLITICAL ENTREPRENEURSHIP 
AT THE LOCAL LEVEL 


ENVIR CNMENT 197% 7-5 
OLSON L K 
POWER » PUBLIC POLICY AND THE ENVIRONMENT <= THE DEFEAT 


OF THE 1976 WINTER=OLYMPICS IN COLORADO 


ENVIR CNMENTAL 1974 14-2 
GRUNBAUM W F 
JUBICIAL ATTITUDFS TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 
1974 17-2 
WORTHINGTON R GOLDRICH OD 
ENVIRONMENTAL AWARENESS AND THE OEVELCPMENT OF CITIZENSHIP 
TO TRANSCEND THE CORPORATE STATE 
1974 8-3 
MCCORRY J J 
ENVIRONMENTAL PERMISSTIVENESS LIMITS CN ORGANIZATIONAL 
INNOVATION ( BUREAUCRACY ) 
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EQUALITY 1974 3-1 
JAFFA H V 
EQUALITY AS A CONSERVATIVE PRINCIPLE 

EREWHONTAN 1974 3-6 
ROOMAN J 


ON THE HUMAN QUESTION , BEING THE REPORT OF THE EREWHONTAN 
HIGH COMMISSION TO EVALUATE TECHNOLOGICAL SOCIETY 
{ OEVELOPMENT ) 


ESTIMATION 1974 9-4 
MYERS F E 
APPLYING POLITICAL SCIENCE TO THE ESTIMATION OF POLITICAL 
FEASIBILITY -- THE CASE OF COASTAL ZONE MANAGEMENT 
( CONSTITUENCIES ) 
1974 9-4 
OLEARY M K COPLIN W D 
A REPORT ON PROJECT-QUEST -- CASE STUDIES IN THE USE OF 
QUANTITATIVE TECHNIQUES OF ESTIMATION AND FORECASTING IN 
FOREIGN-POLICY ANALYSIS INTELLIGENCE ) 


ETHNIC 1974 5-4 
MCBEATH G A 
STRATEGIES AND MOBILIZATION TACTICS OF ETHNIC ELITES -- 
OVERSEAS CHINESE 
1974 5-4 
HEITTOWIT H 
ETHNIC PLURALISM ANDO CIVIL VIOLENCE -- AN EXPLORATORY 
CROSS=-NATIONAL ANALYSIS 
1974 5-5 
DRESANG DL - 
ETHNIC REPRESENTATION AND DEVELOPMENT ADMINISTRATION -- 
A COMPARATIVE STUDY OF KENYA AND ZAMBIA ( BUREAUCRACY ) 
1974 5-5 
BOROWIEC WA 
THE EFFECT OF BUREAUCRATIZATION ON ETHNIC GROUP 
LEADERSHIP -- THE CASE OF THE POLISH=AMERICAN 
1974 9-5 
WIRT F M 
ETHNIC MINORITIES AND SCHOOL POLICY IN FUROPEAN 
DEMOCRACIES -- THEORY AND CASE STUDIES ( COMPARATIVE ) 
1974 5-7 
CUNNINGHAM R JACEK H 
ETHNIC CLEAVAGES AS A SOURCE OF PARTESAN POLITICAL 
CONFLICT IN THE MULTI-PARTY CASE -- AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 
( BEHAVIOR , PARTY ) 
1974 
MATASAR A B 
ETHNIC AND RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM -= A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


ETHNICITY 1974 5-2 
KURODA A K 
ETHNICITY AND INTERNATIONAL RELATIONS -- JAPANESE 
INVESTMENTS IN HAWAII 
1974 
NOBLE L G 
ETHNICITY AND PHILIPPINE MALAYSTAN RELATIONS 
1974 5-2 
FREY C W 
ETHNICITY IN THE YUGOSLAV THEORY OF INTERNATIONAL RELATIONS 
1974 5-6 
KLIEN G 


THE ROLE OF ETHNICITY IN THE CZECHOSLAVAK CRISIS OF -1968 
ANO IN THE YUGOSLAV CRISIS OF -1971 


EUROPE 1974 i-2 
NAU HR 
R-0 ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS » CAPABILITIES AND RESPONSES 
{ COMMON=MARKET » RESEARCH » DEVELOPMENT ) 


1974 45-5 
MALLY G 
THE EUROPEAN-AMERICAN CONNECTION ( EUROPE » UeSe ) 
EUROPEAN 1974 1-2 
MACIOTI ™M 


SCIENCE AND TECHNOLOGY AND EUROPEAN INTEGRATION 
COMMON-MARKET ) 
1974 9-5 
WIRT F M 
ETHNIC MINORITIES AND SCHOOL POLICY IN EUROPEAN 
DEMOCRACIES -= THEORY AND CASE STUDIES ( COMPARATIVE ) 
1974 
wooo R S 
TRANS-EUROPEANISM » DETENTE » AND THE EUROPEAN COMMUNITY -- 
OLALECTICS AND LINKAGES IN EUROPEAN POLITICS 
1974 15-1 
KOHL WL 
THE NIXON KISSINGER FOREIGN-POLICY SYSTEM AND U.S. 
EUROPEAN RELATIONS PATTERNS OF POLICY-MAKING 
( BUREAUCRATIC ) 
1974 12-2 
JANDA K 
AMERICAN AND EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION » CENTRALIZATION » COHERENCE » AND 
INVOLVEMENT 
1974 15-5 
PUCHALA J 
DOMESTIC POLITICS AND REGIONAL HARMONIZATION IN THE 
EUROPEAN COMMUNITIES 
1974 15-5 
PFALTZGRAFF R L UR 
THE MIODLE-EAST CRISIS -- IMPLICATIONS FOR THE EUROPEAN 


AMERICAN RELATIONSHIP 


EUROPEAN 1974 17-6 
FARLOW RL 
MODELS OF MONISM AND PLURALISM IN THE EAST EUROPEAN 
DEVELOPMENTAL CONTEXT ( COMMUNIST ) 


EUROPEAN-AMERICAN 1974 15-5 

MALLY G 

THE EUROPEAN-AMERICAN CONNECTION ( EUROPE UeSe 
EVALUATION 1974 1-3 

MAZMANIAN 0 A 

CITIZENS AND THE ASSESSMENT OF TECHNOLOGY -- AN EXAMINATION 

OF THE PARTICIPATION THESIS (¢ EVALUATION ) 
1974 4-3 
SHAMA A 


AN EXPERIMENTAL STUDY ON VOTER PERCEPTION AND EVALUATION 
OF POLITICAL CANDIDATES ( BEHAVIOR ) 
1974 9-6 
ROCHELEAU 8 A 
THE ORGANIZATIONAL CONTEXT OF EVALUATION RESEARCH 


1974 9-6 
BROWNSTEIN C N 
THE EXPERIMENTAL EVALUATION OF PUBLIC POLICY <= AN 
OVERVIEW 
1974 9-6 
CAPUTO DA 


CITIZEN EVALUATION AND URBAN PUBLIC POLICY ANALYSIS -- 
THE MISSING=LINK ( ATTITUDES ) 


1974 9-7 
GWYN WB 
POLITICAL OBSTACLES TO THE EVALUATION OF OMBUDSMEN BY OEO 
EVENTS 1974 $i°% 
FARLEY L T MARKS JS 


CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -= MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 


1974 10-4 
ENTMAN R M PROTHO J W SHARP E F 
THE MASS-MEDIA , OISSONANT EVENTS » AND ALIENATION <= A 


PANEL=STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 


EXECUTIVE 1974 7-1 
ABERBACH J D ROCKMAN BA 
CLASHING BELIEFS WITHIN THE EXECUTIVE B2ANCH == DATA ON THE 
NIXON ADMINISTRATION BUREAUCRACY 
1974 7-1 
MCCURDY HE 
THE PHYSICAL MANIFESTATIONS OF AN EXPANDING PRESIDENCY -- 
A TOUR OF THE WHITE-HOUSE AND EXECUTIVE AGENCIES 
1974 15-4 
TARR C W JR 
THE WAR POWERS RESOLUTION AND THE PRCBLEM OF INFORMATION 
( CONGRESS , EXECUTIVE ) 


EXPERIMENT 1974 4-3 
BOUGHAN K 
THE FORGETFUL VOTER -- AN EXPERIMENT IN ELECTORAL 
RATIONALITY AND ISSUE RECALL ( COGNITION ) 
1974 


JACKNIS N J 

LEARNING IN POLITICAL DECISION-MAKING ENVIRONMENTS 

{ EXPERIMENT ) 

1974 14-5 

CANON B C 

TAKING ADVANTAGE OF A SITUATION THE 
IMPACT OF MAPP=V-OHIO COURT POLICE , LIBERTY 
EXPERIMENT ) 


EXPERIMENTAL 1974 4-2 
THOMAS C 
PREFERENCE REALIZATION 4ND LEVELS OF SfTISFACTION IN THE 
EXPERIMENTAL HOUSING ALLOWANCE PROGRAM ( ATTITUDES ) 


1974 4-3 
BROWN S R 
TOWARD AN EXPERIMENTAL ANALYSIS OF PCLITICAL LITERATURE 
1974 
SHAMA A 


AN EXPERIMENTAL STUOY ON VOTER PERCEPTION AND EVALUATION 
OF POLITICAL CANDIDATES BEHAVIOR 

1974 4-4 
POOL J GROFMAN 8 
COMPUTER PROGRAMS AS A MEANS OF EFFICIENCY AND CONTROL 
IN GROSS-CULTURAL EXPERIMENTAL GAMES 


1974 9-6 
BROWNSTEIN C N 
THE EXPERIMENTAL EVALUATION OF PUBLIC PCLICY -=- AN 
OVERVIEW 
EXPERIMENTALISM | 1974 4-3 
ROBINSON M J 
UNDERSTANDING TELEVISIONS EFFECTS == EXPERIMENTALISM 
AND SURVEY=RESEARCH -- AN OFFER ONE SHOULONT REFUSE 
EXPERIMENTATION 1974 18-1 
THORSON S THORSON E 
THE USE OF EXPERIMENTATION IN SOCIALIZATION RESEARCH 
1974 4-2 


SHINGLES R DO 

EXPERIMENTING WITH QUAST EXPERIMENTATION == EFFECTS OF 
PARTICIPATION IN VOLUNTARY ASSOCIATIONS CAAS ON 
POLITICAL ATTITUDES 


EXPERIMENTING 1974 4-2 
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SHINGLES R D 

EXPERIMENTING WITH QUASI EXPERIMENTATION -- EFFECTS OF 
PARTICIPATION IN VOLUNTARY ASSCCIATIONS CAAS ON 
POLITICAL ATTITUDES 


EXPERTISE 1974 13-1 
PORTER H O LEUTHOLD OA 
ACQUIRING LEGISLATIVE EXPERTISE -- APPOINTMENTS TO STANDING 
COMMITTEES IN THE STATES 


EXTERNAL 1974 10-7 
DAVIS CL COLEMAN K M 
THE REGIME LEGITIMATING FUNCTION OF EXTERNAL POLITICAL 
EFFICACY IN AN AUTHORITARIAN REGIME -- THE CASE OF MEXICO 


FACTIONALISM 1974 12-7 
ARONOFF M J 
FISSION AND FUSION -- THE POLITICS OF FACTIONALISM IN THE 
ISRAEL LABOR PARTY 
1974 12-7 
NEF J 
POLITICAL FACTIONALISM AND POLITICAL STALEMATE -- 
CHILEAN POLITICS 1920-1970 


1974 12-7 
FUKUI H 
FACTIONALISM IN A DOMINANT PARTY SYSTEM == THE CASE OF 
JAPAN 
1974 12-7 
MITCHELL C 
FACTIONALISM ANO POLITICAL CHANGE IN BOLIVIA 
1974 12-7 
LANDE C H CURRY JA 
LOCAL LEVEL FACTIONALISM IN THE PHILIPPINES 
FACTIONS 1974 12-7 
ZARISKI R 
PARTY FACTIONS AND COMPARATIVE-POLITICS -- SOME EMPIRICAL 
FINDINGS 
FEASIBILITY 1974 9-4 
MYERS FE 


APPLYING POLITICAL SCIENCE TO THE ESTIMATION OF POLITICAL 
FEASIBILITY -- THE CASE OF COASTAL ZONE MANAGEMENT 
( CONSTITUENCIES ) 


FEDERAL 1974 9-1 
ALTENSTETTER C BJORKMAN J W 
THE IMPACT OF FEDERAL CHILD HEALTH PROGRAMS ON STATE 
HEALTH POLICY FORMATION AND SERVICE DELIVERY -- THE 
CASE OF CONNECTICUT 


1974 17-1 
STRUM P 
WATERGATE AND THE FEDERAL JUDICIARY -- AUTHORITARIANISM OR 
DISCRETION ( PLEA-BARGAINING SENTENCING ) 
1974 14-2 


GRUNBAUM W F 
JUDICIAL ATTITUDES TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 


FEDERALISM 1974 9-2 
LIEBER H 
FEDERALISM AND CLEAN WATERS -- A STUDY OF INTERGOVERNMENTAL 
RELATIONS AND THE 1972 WATER POLLUTION CONTROL ACT 
( POLICY ) 
FELONY 1974 14-1 
JACOB H EISENSTEIN J 


SENTENCES ANDO OTHER SANCTIONS IMPOSED ON FELONY DEFENDANTS 
IN BALTIMORE » CHICAGO , AND DETROIT ( CRIMINAL ) 


FEMALE 1974 7-3 
STIEHM J SCOTT R 
FEMALE AND MALE -= VOLUNTARY AND CHOSEN PARTICIPATION -- 
SEX » SES » AND PARTICIPATION 


FINANCING 1974 2-5 
IRELAND M 
IMPLICIT SOCIAL COSTS OF PRIVATE CAMPAIGN FINANCING 
FINLAND 1974 6-5 
MARTIN WC HOPKINS K 


POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY -- 
CLEAVAGE CRYSTALLIZATION AND THE FORMATION OF THE 
POLITICAL PROCESSES IN FINLAND », 1900-1918 ( ELECTORAL , 


PARTY ) 

FIREPOWER 1974 16-2 
KEYES G 
FORCE WITHOUT FIREPOWER -- A DOCTRINE OF UNARMED MILITARY 
SERVICE 

FIRST-AMENDMENT 1974 14-3 


YARBROUGH T 
THE NIXON COURT AND THE FIRST=-AMENDMENT 


FOLKLORE 1974 14-5 
HAKMAN N 
THE IMPACT OF JUDICIAL OPINIONS -- ANOTHER CRITICAL 
ANALYSIS OF POLITICAL-SCIENCE FOLKLORE 


FORCE 1974 16-2 
KEYES G 
FORCE WITHOUT FIREPOWER -- A DOCTRINE OF UNARMED MILITARY 
SERVICE 

FORECASTING 1974 9-4 


OLEARY M K COPLIN W O 
A REPORT ON PROJECT-QUEST -- CASE STUOIES IN THE USE OF 
QUANTITATIVE TECHNIQUES OF ESTIMATION AND FORECASTING IN 
FOREIGN=POLICY ‘NALYSIS ( INTELLIGENCE 


FOREIGN 1974 5-4 
MATASAR A B 
ETHNIC ANO RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM == A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


FOREIGN-POLICY 1974 15-1 
KOHL WL 
THE NIXON KISSINGER FOREIGN-POLICY SYSTEM AND U.S. 
EUROPEAN RELATIONS PATTERNS OF POLICY-MAKING 
( BUREAUCRATIC ) 
1974 9-4 
OLEARY M K COPLIN W D 
A REPORT ON PROJECT-QUEST -- CASE STUDIES IN THE USE OF 


QUANTITATIVE TECHNIQUES OF ESTIMATION AND FORECASTING IN 
FOREIGN=-POLICY ANALYSTS ( INTELLIGENCE ) 

1974 15-2 
BRADY L P 
BUREAUCRATIC POLITICS AND SITUATIONAL CONSTRAINTS IN 
FOREIGN=POLICY 

1974 15-2 
ROSEN D J 
LEADERSHIP CHANGE AND FOREIGN=POLICY 

1974 15-2 
TROUT 
POLITICAL LEGITIMATION IN THE FOREIGN-POLICY PROCESS -- 
A CONCEPTUAL APPROACH 

1974 15-6 
CANTORI L J 
DOMESTIC CONSTRAINTS UPON SUBORDINATE SYSTEM ACTOR 
FOREIGN=-POLICY 

1974 15-2 
MOORE OD W KAYSER JR 
DEMOCRACY MAKES A DIFFERENCE == DEMOCRATIC THEORY AND 
FOREIGN=POLICY 


FORUMS 1974 13-6 
CHU C H 
MINORITY REPRESENTATION IN THE MALAYSIAN PARLIAMENT -- THE 
PERFORMANCE OF MPS IN PARLIAMENTARY FORUMS 
FOSSILIZATION 1974 13-4 
BELL R A 


THE FOSSILIZATION OF THE U.Se HOUSE-OF-REPRESENTATIVES 
A REPLY TO NELSON=We. POLSBY 


FRANCE 1974 2-2 
ROSENTHAL H SEN S 
THE ELECTORAL PROCESS IN FRANCE == SPATIAL MODELS AND THE 
TWO-BALLOT SYSTEM ( VOTING ) 
1974 12-6 
WATERMAN H 
PARTY SYSTEMS == ORIGINS » DEVELOPMENT AND CHANGE 
( FRANCE ) 
1974 10-7 


APPLEWHITE H B 
POLITICAL LEGITIMACY IN REVOLUTIONARY FRANCE , 1788-1791 
( POLITICAL-CULTURE ) 


FRENCH 1974 12-3 
LACORNE DC J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM -=- THE 


BELIEFS OF COMMUNIST MUNICIPAL ELTTES ( MAYORS ,y 
PARTISANSHIP ) 


FUNCTIONARIES 1974 12-1 
DONALOSON RL 
THE RECRUITMENT AND SOCTALIZATION OF LOCAL PARTY 
FUNCTIONARIES == LOS-ANGELES AND MUNICH 


FUTURE 3-8 
SARGENT L T 
IMAGES OF THE FUTURE IN SCIENCE-FICTTON 


GAME 1974 2-4 
PLOTT C R 
ON GAME SOLUTIONS AND REVEALED PREFERESCE THEORY 
1974 2-4 
FRIEND K E LAING J D0 MORRISON R 
GAME THEORETICAL ANALYSES OF COALITION BEHAVIOR 
1974 16-1 
ZINNES D A GILLESPIE J V SCHROOT P A 
AN ANALYSIS OF A MULTISTAGE GAME MODEL OF ARMS RACES 
GAMES 1974 
POOL J GROFMAN 8B 


COMPUTER PROGRAMS AS A MEANS OF EFFICIENCY AND CONTROL 
IN CROSS-CULTURAL EXPERIMENTAL GAMES 


GARY=INDIANA 1974 
GREER E 
UNITEO-STATES-STEEL LABOR POLICIES IN GARY=INDIANA -- 
THE STRUCTURAL BASIS OF RACISM IN AN INDUSTRIAL CITY , 
1906-1974 


GATE=KEEPING 1974 12-2 
MCCARTHY S B 
GATE-KEEPING IN THE NOMINATIONS PROCESS IN YUGOSLAVIA 
( ELECTIONS ) 


GENERATION 1974 6-6 
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BLACKWELL R E JR 
POLITICAL GENERATION AND ATTITUDE CHANGE AMONG 
SOVIET-OB8KOM ELITES 


GENERATIONAL 1974 6-4 
RENSHON S A 
PERSONALITY , POLITICAL MOTIVATION AND POLITICAL 
VIOLENCE -- SOME GENERATIONAL DYNAMICS ANDO ATTITUDINAL 
CORRELATES ( LEGITIMACY ) 


GERMAN 1974 4-2 
FRANK R S 
PSYCHOLINGUISTIC AND PHYSIOLOGICAL COMPARISONS OF GERMAN 
AND AMERICAN ELITES IN INTERVIEW SITUATIONS 
1974 12-5 
BRAUNTHAL G 
THE POLICY FUNCTION OF THE GERMAN SOCTIAL-DEMOCRATIC PARTY 
1974 12-5 
DOLIVE LL 
THE NON-FUNCTION OF GERMAN POLITICAL PARTIES AT THE LOCAL 
LEVEL ( VOTING ) 


GERMANY 1974 6-6 
CONRADT D P BRADLEY R B WEINSTEIN J M 
SOURCES OF POLITICAL ATTITUDE CHANGE IN POSTWAR GERMANY 
1974 8-3 
STONE D 
PROFESSIONALISM AND ACCOUNTABILITY == CONTROLLING HEALTH 
SERVICES IN THE UNITED=STATES AND GERMANY 


GI 1974 17-1 
RADINE L B 
THE CAREER OF A GI ANTI-WAR ORGANTZER WITHIN THE UseSe ARMY 
( DOMINATION ) 


GOLDEN-FLEECE 1974 17-3 
MCGOWAN 8 
THE OTTOMAN CONSTITUTIONAL ADVENTURE -=- A SEARCH FOR THE 
GOLDEN-FLEECE 
Goods 1974 2-5 
FROHLICH N HUNT T OPPENHEIMER J 


WAGNER R H 
INDIVIDUAL CONTRIBUTIONS TO COLLECTIVE GOODS -- 
ALTERNATIVE MODELS ( PUSLIC-GOOD ) 


GOVERNMENT 1974 6-5 
KRANE 
LONGITUDINAL PATTERNS OF CENTRALIZATION AND DEVELOPMENT -- 
TESTING THEORIES OF GOVERNMENT ORGANIZATION 
1974 7-1 
LIEBERMAN C 
THE EVOLUTION OF PRESIDENTIAL RELATIONSHIPS WITH STATE 
AND LOCAL GOVERNMENT -= REVENUE-SHARING AND GRANTS-IN-AID 


1974 20-2 
PALMER DS 
AUTHORITARIAN REGIMES AND REFORM == MILITARY GOVERNPENT IN 
PERU 
GRADUATE 1974 18-3 
FISHEL J GILLESPIE J A 


GRADUATE EDUCATION AND THE DEVELOPMENT OF TEACHING SKILLS 

IN POLITICAL SCIENCE -= PROGRAMS AT INDIANA-UNIVERSITY 
1974 18-3 

PALETZ OL 

TEACHER EDUCATION IN POLITICAL SCIENCE GRADUATE PROGRAMS 


GRANTS-IN-AID 1974 7-1 
LIEBERMAN C 
THE EVOLUTION OF PRESIDENTIAL RELATIONSHIPS WITH STATE 
AND LOCAL GOVERNMENT -- REVENUE-SHARING AND GRANTS-IN-AID 


GROUP 1974 18-1 
BARNER=BARRY C 
AUTHORITY RELATIONSHIPS IN A PRESCHOOL PEFR GROUP 
1974 
MCWHIRTER IIIT OA 
TESTING FOR GROUPTHINK -=- THE EFFECT OF ANTICIPATED GROUP 
MEMBERSHIP ON INDIVIDUAL DECISION-MAKING ( RISK=TAKING ) 
1974 5-5 
BOROWIEC WA 
THE EFFECT OF BUREAUCRATIZATION ON ETHNIC GROUP 
LEADERSHIP -- THE CASE OF THE POLITSH-AMERICAN 


GROUPS 1974 8-2 
MURRAY R VEDLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -- BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS » AND NEW-ORLEANS 
1974 16-4 


GOTTHEIL OL 


POLICY CONSEQUENCES OF TRANSNATIONAL ACTIVITY IN A NATIONAL 


CAPITAL -- A STUDY OF SOME TRANSNATIONAL GROUPS IN 
JERUSALEM AND TEL-AVIV » ISRAEL 

1974 
DAVIS D F 
SEARCH BEHAVIOR IN SMALL DECISION-MAKING GROUPS -- AN 
INFORMATION PROCESSING PERSPECTIVE 


GROUPTHINK 1974 4-1 
MCWHIRTER IIT OD A 
TESTING FOR GROUPTHINK -- THE EFFECT OF ANTICIPATED GROUP 
MEMBERSHIP ON INDIVIDUAL DECISION-MAKING ( RISK-TAKING ) 


HARMONIZATION 1974 15-5 
PUCHALA D J 
DOMESTIC POLITICS AND REGIONAL HARMONIZATION IN THE 


EUROPEAN COMMUNITIES 


HAWATIT 1974 5-2 
KURODA A K 
ETHNICITY AND INTERNATIONAL RELATIONS -- JAPANESE 
INVESTMENTS IN HAWATT 


HAWKERS 1974 6-7 


WERLIN H H 
THE HAWKERS OF NATROBI -=- THE POLITICS CF THE INFORMAL 


SECTOR (¢ TENSION ) 


HEADQUARTERS 1974 7-1 
ROBINSON O A 


PRESIDENTS AND PARTY LEADERSHIP -=- AN ANALYSIS OF RELATIONS 


BETWEEN PRESIDENTS PRESIDENTIAL CANOIDATES AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 


HEALTH 1974 9-1 
ALTENSTETTER C BJORKMAN J W 
THE IMPACT OF FEDERAL CHILD HEALTH PROGRAMS ON STATE 
HEALTH POLICY FORMATION AND SERVICE OELIVERY <= THE 
CASE OF CONNECTICUT 


1974 8-3 
STONE 0 
PROFESS TONALISM AND ACCOUNTABILITY -= CONTROLLING HEALTH 
SERVICES IN THE UNITED=STATES AND GERMANY 
HEGEL 1974 3-3 
KELLY G A 
HEGEL -=- OUR CONTEMPORARY IN POLITICS ¢ND HISTORY 
( PHILOSOPHY ) 
HISTORIOGRAPHY 1974 17-5 
HEER N W 
HISTORY AS SYMBOLIC MYTHOLOGY -- POLITICAL LEADERS IN 
RECENT SOVIET HISTORIOGRAPHY 
HISTORY 1974 3-3 
KELLY G A 
HEGEL -- OUR CONTEMPORARY IN POLITICS AND HISTORY 
( PHILOSOPHY ) 
197% 17-5 
HEER N W 
HISTORY AS SYMBOLIC MYTHOLOGY -= POLITICAL LEADERS IN 
RECENT SOVIET HISTORIOGRAPHY 
1974 10-5 


SEITZ S T 
SOCIAL UNREST AND CRITICAL ELECTIONS -= PERIODICITY IN 
AMERICAN HISTORY ( VIOLENCE , CRITICAL-ELECTIONS ) 


HOUSE 1974 13-6 
KURODA Y 
SUCCESSFUL POLITICIANS IN THE JAPANESE HOUSE OF 
REPRESENTATIVES » 1890-1972 
1974 13-4 
STEVENS A G JR 
THE DEMOCRATIC STUDY-G20UP AND THE HOUSE DEMOCRATIC 


PARTY == SIXTEEN YEARS OF CHANGE 

1974 13-1 
PARKER J D 
PATHWAYS TO THE STATE HOUSE AND SENATE == DIVERSITY OR 
SIMILARITY ( RECRUITMENT ) 

1974 13-3 


WRIGHT H 


URBAN TSSUES 4, HOUSE VOTES , PATTERNS IN POLICY RESPONSE -= 


A LONGITUDINAL BCTRY DIMENSTON AND CLUSTER=ANALYSIS 


1974 13-4 
NELSON G 
PARTISAN PATTERNS OF HOUSE LEADERSHIP CHANGE , 1791-1973 
HOUSING 1974 4-2 
THOMAS C 


PREFERE ACE REALIZATION AND LEVELS OF SATISFACTION IN THE 
EXPERIMENTAL HOUSING ALLOWANCE PROGRAM ( ATTITUDES ) 
1974 2-5 


IRELAND TR MITCHELL WE 


EFFECTS OF CIRCUIT=BREAKER LEGISLATICK ON LOCAL PUBLIC-GOOD 


SELECTION ( HOUSING , VOTING ) 


1974 9-6 
COLLINS JN SAUNDERS J DOWNES 8 T 
THE IMPACT OF HOUSING CODE ENFORCEMENT PRACTICES ON THE 
MAINTENANCE OF HOUSING QUALITY -- A RESEARCH=DESIGN 
HOUSTON 1974 8-2 
MURRAY VEDLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -- BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS » AND NEW-ORLEANS 
ICONOCLAST 1974 3-1 
NASH G H 


CONSERVATIVE ICONOCLAST -- THE INTELLECTUAL ODYSSEY OF 
WILLMOORE KENDALL 


IDENTITY 1974 10-6 
HICKS M G MILLER CM STONE DO 
MILLER J 


THE ACQUISITION OF BLACK POLITICAL IOENTITY IN 
PETERSBURG-VIRGINIA 


INEOLOGICAL 1974 14-2 
LEAVITT DO 
CHANGING ISSUES , IDEOLOGICAL AND POLITICAL INFLUENCES ON 
THE UeSe SUPREME=COURT » 1893-1945 ( ATTITUDES ) 


IDEOLOGY 1974 6-6 
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KIRKPATRICK S A 
AGE AND IDEOLOGY -- A COHORT ANALYSIS OF ATTITUDE 
CONSTRAINT IN THE AMERICAN PUBLIC 


IDEOLOGY 1974 3-5 
WISER JL 
PERSUASION AND IDEOLOGY IN PLATONIC PERSPECTIVE 
PHILOSOPHY 
197% 11-4 
COVEYOU M 
IDEOLOGY AND THE QUALITY OF ANGLO-AMERICAN PARTY IMAGERY 
( ATTITUDES ) 
1974 3-9 
HOFFMAN M K 
TWO CONCEPTS OF IDEOLOGY -=- DESCRIPTIVE AND CRITICAL -=- 
BOTH OF WHICH REST ON A MISTAKE 


1974 16-3 
COX R W JACOBSON H 
IGOS ANDO WORLD ECONOMIC POLICY IN THE PERSPECTIVE OF 
DEPENDENCY RELATIONSHIP 
( INTERGOVERNMENTAL » ORGANIZATIONS ) 


ILLINOIS 1974 12-2 
DEFELICE E G 
PRE-CONVENTION POLITICS -- THE SURGE OF AMATEUR DELEGATES 
FROM ILLINOIS » 1972 ( NOMINATIONS , CONVENTION ) 


IMAGE 1974 11-5 
TRILLING R J 
PARTY IMAGE AND PARTISAN CHANGE ,» 1952 TO 1972 
( PARTY-IOENTIFICATION ) 


IMAGERY 1974 11-4 
COVEYOU M 
IDEOLOGY ANDO THE QUALITY OF ANGLO-AMERICAN PARTY IMAGERY 
( ATTITUDES ) 


IMPACTS 1974 20-2 
SMITH A K 
PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN-AMERICA -- 
A COMPARATIVE ANALYSIS OF MILITARY AND CIVILIAN REGIMES 


IN-RE=GAULT 1974 14-5 
MAIMAN R J 
PRIVATE ATTORNEYS IN JUVENILE COURT -- THE IMPACT OF 
IN-RE-GAULT ( DUE-PROCESS , ATTITUDES ) 


INCUMBENCY 1974 2-2 
LEVINE m 0 HYDE MS 
INCUMBENCY AND THE THEORY OF POLITICAL AMBITION <-- A 
RATIONAL-CHOICE MODEL ( CANDIDACY » RECRUITMENT ) 


INDEPENDENCE 1974 9-7 
WYNER A J 
THE POLITICAL AND ADMINISTRATIVE CONSTITUENCIES OF AMERICAN 
OMBUDSMEN -- SOME COMMENTS ON THE PREMISE OF INDEPENDENCE 


INOIA 1974 13-6 
MOHAPATRA M K 
COLLEGE YOUTH AND THE LEGISLATORS ROLE IN A MODERNIZING 
LEGISLATURE -- PRELIMINARY=REPORT OF AN EMPIRICAL STUDY 
( INDIA ) 
1974 5-6 
JOHNSON M G JOHNSON S B 
ANTI-OISCRIMINATION POLICIES IN THE UNITED=-STATES AND 
INDIA ( MINORITIES ) 


1974 16-7 
FIELD O 
POLITICIZATION AND SYSTEM SUPPORT IN INDIA -= THE ROLE OF 
PARTISANSHIP 

1974 12-4 
SOMJEE AH 
PARTY LINKAGES ANDO STRIFE-ACCOMMODATION IN CONTEMPORARY 
INOIA 

1974 7-6 
RUDOLPH S H RUDOLPH L I 


BUREAUCRATIC LINEAGES IN PRINCELY INDIA -= THE PATRIMONIAL 
POLITICS OF AUTHORITARIAN REGIMES ( ELITE ) 


INDIAN=POINT 1974 9-2 
SEELMAN K 0 
THE POLITICS OF NUCLEAR ENERGY -- A CASE STUDY OF 
CONSOLIDATED-EDISONS PLANTS AT INOIAN-POINT BUCHANAN , 
NEW-YORK 


INDIANA-UNIVERSITY 1974 18-3 
FISHEL J GILLESPIE J A 
GRADUATE EDUCATION AND THE DEVELOPMENT OF TEACHING SKILLS 
IN POLITICAL SCIENCE -- PROGRAMS AT ILNOIANA-UNIVERSITY 


INDIVIDUAL 1974 4-1 
MCWHIRTER IIIT O A 
TESTING FOR GROUPTHINK -- THE EFFECT OF ANTICIPATED GROUP 
MEMBERSHIP ON INOIVIDNDUAL DECISION-MAKING ( RISK-TAKING ) 
1974 
FROHLICH N OPPENHEIMER J 
WAGNER R H 
INDIVIOUAL CONTRIBUTIONS TO COLLECTIVE GOODS -- 
ALTERNATIVE MODELS ( PUSLIC-GOOD ) 


HUNT T 


INDUSTRIAL 1974 10-6 
HIBBS D 
INDUSTRIAL CONFLICT IN ADVANCED INDUSTRIAL SOCIETIES 
( STRIKES ) 
1974 5-4 


GREER 
UNITED-STATES-STEEL LASOR POLICIES IN GARY-INDIANA -- 
THE STRUCTURAL BASIS OF RACISM IN AN INDUSTRIAL CITY 
1906-i974 


INFLUENCE 1974 16-2 
LAURANCE E J ROSS G 
INFLUENCE OVER THE USE OF VIOLENCE GAINED THROUGH ARMS 
TRANSFERS TO DEVELOPING STATES 
1974 13-3 
EDWARDS G 
PRESIDENTIAL INFLUENCE IN THE U.S. HCUSE-OF-REPRESENTATIVES 
-- PRESIDENTIAL ELECTORAL PERFORMANCE AS A SOURCE OF 
PRESIDENTIAL POWER ( VOTING ) 


INFLUENCES 1974 14-2 
LEAVITT 0 
CHANGING ISSUES » IOFOLOGICAL AND POLITICAL INFLUENCES ON 
THE UeSe SUPREME-COURT , 1893-1945 ( ATTITUDES ) 
1974 13-6 
CAMPBELL C 
APPOINTEES TO PUBLIC OFFICE -= A CAUSAL=-ANALYSIS OF 
INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 


INFORMAL 1974 6-7 
WERLIN H H 
THE HAWKERS OF NATROBI -= THE POLITICS OF THE INFORMAL 
SECTOR ( TENSION ) 
1974 15-4 
SIGAL L V 
INFORMAL COMMUNICATION S8ETWEEN THE 83UREAUCRACY AND CONGRESS 
INFORMATION 1974 15-4 
TARR C W JR 


THE WAR POWERS RESOLUTION AND THE PROELEM OF INFORMATION 
( CONGRESS » EXECUTIVE ) 


1974 4-1 
DAVIS 0 F 
SEARCH BEHAVIOR IN SMALL DECISION-MAKING GROUPS <= AN 
INFORMATION PROCESSING PERSPECTIVE 
INITIATION 1974 13-5 
JOHANNES JR 
STUDY AND RECOMMEND <= STATUTORY REPORTING REQUIREMENTS AS 


A TECHNIQUE OF LEGISLATIVE INITIATION 


INITIATIVE 1974 5-1 
MATASAR A 8 
ETHNIC ANO RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM == A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


INNOVATION 1974 6-3 
MCCORRY J J 
ENVIRCNMENTAL PERMISSIVENESS -=- LIMITS ON ORGANIZATIONAL 


INNOVATION ( BUREAUCRACY ) 


INSTITUTIONAL 1974 13-2 
HEOLUND & HAMM K 
THE EFFECTS OF INSTITUTIONAL CHANGE ON LEGISLATOR 
ATTITUDES == PROCEDURAL REFORM AND MEMBER PERCEPTIONS 


( ELITES ) 
INSTITUTIONALIZATION 1974 17-4 
STEVENS E P 
MEXICOS PRI -= THE INSTITUTIONALIZATION OF CORPORATISM 
( PARTY , ELITE } 
INSTITUTIONS 1974 6-1 
BOROVIAK DL 
CONFLICT AND INSTITUTIONS -- A PERSPECTIVE ON SOCIAL 
CHANGE 
1974 6-4 


SCHNEIDER P 
PUBLIC PROTEST AND CONSPIRATORIAL VICLENCE -- TOWARDS A 
MODEL OF ANTICIPATED RESPONSE ( INSTITUTIONS ) 


INSTRUCTION 1974 4-3 
WATTS M W HEDLUND 8 DO 
POLITICAL SCIENCE INSTRUCTION AND PARTICIPATORY ATTITUDES 
-- SOME POSITIVE EVINENCE ON NEGATIVE EFFECTS 


INTEGRATION 1974 1-2 
MACIOTI ™ 
SCIENCE AND TECHNOLOGY AND EUROPEAN INTEGRATION 
( COMMON=MARKET ) 


INTELLECTUAL 1974 3-1 
NASH G H 
CONSERVATIVE ICONOCLAST -- THE INTELLECTUAL ODYSSEY OF 
WILLMOORE KENDALL 
INTELLIGENCE 1974 14-3 
ELLIFF JT 


THE POLITICS OF DOMESTIC INTELLIGENCE -- SURVEILLANCE 
AND CIVIL LIBERTIES UNDER THE NIXON ADMINISTRATION 
1974 9-4 
OLEARY M K COPLIN W D 
A REPORT ON PROJECT-QUEST -- CASE STUDIES IN THE USE OF 
QUANTITATIVE TECHNIGUES OF ESTIMATION AND FORECASTING IN 
FOREIGN-POLICY ANALYSTS ( INTELLIGENCE ) 
1974 10-2 
RA JO BOURDEAUX R M 
INTELLIGENCE 4 CREATIVITY » AND POLITICAL SOCIALIZATION 
( POLITICAL-BEHAVIOR ) 
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INTELLIGENCE 1974 15-4 
RANSOM H H 
THE UeSe CONGRESS AND AMERICAN SECRET INTELLIGENCE AGENCIES 
1974 19-1 


LINDOLOM CE 
POLITICAL PRUDENCE ANDO THE INTELLIGENCE OF DEMOCRACY 
( MERRIAM ) 


INTERDE PENDENCE 1974 15-3 
KAPLAN M A 
ISOLATION OR INTERDEPENDENCE -- THE CHOICES BEFORE US 


INTERES T-GROUPS 1974 12-2 
GREENBERG S R MATHENY R 
THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS -- 
A STUDY OF PRIMARY AND GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES ( INTEREST-GROUPS », NEWSPAPER , CITY ) 


INTERGOVERNMENT AL 1974 9-1 
VAN METER O S VAN HORN C E 
THE POLICY IMPLEMENTATION PROCESS -- INTERGOVERNMENTAL 
RELATIONS AND SOCIAL POLICIES 
1974 9-1 
BOLLINGER WS VEZNER K O 
INTERGOVERNMENTAL RELATIONS AND CRIMINAL JUSTICE ( OHIO ) 
1974 9-2 
EDNER S M 
INTERGOVERNMENTAL POLICY DEVELOPMENT -=- THE IMPORTANCE 
OF PROBLEM DEFINITION 
1974 9-2 
THOMAS R D 
INTERGOVERNMENTAL COORDINATION IN THE IMPLEMENTATION OF 
NATIONAL AIR AND WATER POLLUTION POLICIES 
( DECISION-MAKING ) 
1974 16-3 
COX R W JACOSSON H 
IGOS AND WORLD ECONOMIC POLICY IN THE PERSPECTIVE OF 
DEPENDENCY RELATIONSHIP 
( INTERGOVERNMENTAL » ORGANIZATIONS ) 
1974 9-2 
LIEBER H 
FEDERALISM AND CLEAN WATERS == A STUDY OF INTERGOVERNMENTAL 
RELATIONS AND THE 1972 WATER POLLUTION CONTROL ACT 


( POLICY ) 
INTERNATIONAL 1974 5-2 
KURODA A K 
ETHNICITY AND INTERNATIONAL RELATIONS -- JAPANESE 
INVESTMENTS IN HAWATI 
1974 5-2 
FREY C W 
ETHNICITY IN THE YUGOSLAV THEORY OF INTERNATIONAL RELATIONS 
1974 16-3 


AUERBACH K D 

MEASURING AND DETERMINING CRITERIA FOR THE DISTRIBUTION 
OF MULTILATERAL ASSISTANCE 

( INTERNATIONAL » ORGANIZATIONS ) 

1974 16-3 

RUSSELL R W 

IDENTIFYING LEVERAGE POINTS IN THE FORMULATION OF 
INTERNATIONAL MONETARY POLICY 


1974 15-6 
SPIEGEL SL 
IN SEARCH OF THE SUBORDINATE SYSTEM ( INTERNATIONAL , 
REGIONAL ) 
INTERORGANIZATIONAL 1974 8-5 
PERRY JL LEVINE C H 


AN INTERORGANIZATIONAL ANALYSIS OF POWER , CONFLICT , 
AND SETTLEMENTS IN PUBLIC SECTOR COLLECTIVE BARGAINING 


INTERVIEW 1974 4-2 
FRANK R S 
PSYCHOLINGUISTIC AND PHYSIOLOGICAL COMPARISONS OF GERMAN 
AND AMERICAN ELITES IN INTERVIEW SITUATIONS 


INVESTMENTS 1974 5-2 
KURODA A K 
ETHNICITY AND INTERNATIONAL RELATIONS -- JAPANESE 
INVESTMENTS IN HAWATT 

INVOLVEMENT 1974 
JANDA K 


AMERICAN AND EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION , CENTRALIZATION 4 COHERENCE » AND 


INVOLVEMENT 
ISOLATION 1974 15-3 
KAPLAN M A 
ISOLATION OR INTERDEPENDENCE -- THE CHOICES BEFORE US 
ISRAEL 1974 5-4 
TESSLER MA KNUTH L 


TOWARD A THEORY OF POLITICAL CULTURE OF NON-ASSIMILATING 
MINORITIES -=- JEWS IN TUNISIA AND MOROCCO AND ARABS IN 
ISRAEL 
1974 12-7 
ARONOFF ™ J 
FISSION AND FUSION -- THE POLITICS OF FACTIONALISM IN THE 
ISRAEL LABOR PARTY 
1974 16-4 
GOTTHEIL DL 
POLICY CONSEQUENCES OF TRANSNATIONAL ACTIVITY IN A NATIONAL 
CAPITAL -- A STUDY OF SOME TRANSNATIONAL GROUPS IN 
JERUSALEM AND TEL-AVIV , ISRAEL 


ISRAEL 1974 7-6 
DEKMEJIAN RH 
ELITE RECRUITMENT » MARKOV=-CHAINS ANO PATH=ANALYSIS -- 
TSRAEL » EGYPT » ANO LESANON 


ISSUE 1974 4-3 
BOUGHAN K 
THE FORGETFUL VOTER -=- AN EXPERIMENT IP ELECTORAL 
RATIONALITY ANDO ISSUE RECALL ( COGNITION ) 
1974 11-2 
PATTERSON TE MCCLURE R D METER K J 
ISSUE VOTING AND VOTER RATIONALITY -- A PANEL-ANALYSIS 
1974 13-2 
GREENE K R 
DIMENSIONS OF ISSUE VOTING IN A LOCAL LEGISLATURE 
( POLICY ) 
1974 16-2 


HUTCHINSON M C 
TRANSNATIONAL TERRORISM AS A POLICY ISSUE ( VIOLENCE ) 


ISSUES 1974 1-2 
NAU HR 
R-D0 ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS » CAPABILITIES AND RESPONSES 
{ COMMON=MARKET , RESEARCH , DEVELOPMENT ) 
1974 1-3 
FRANKEL MS 
POLITICAL RESPONSES TO CONTROVERSIAL ISSUES IN THE 
DEVELOPMENT OF BIOMEDICAL TECHNOLOGIES 
( SICKLE-CELL-ANEMIA ) 
1974 7-4 
ROBACK T 
POLITICAL ATTITUNES AMONG REPUBLICAN LEADERS -- THE CASE OF 
DELEGATES TO THE 1972 NATIONAL CONVENTION ( ISSUES ) 
1974 11-2 
JACKSON JE 
TISSUES » PARTY CHOICES » AND PRESIDENTIAL VOTES 
( ELECTORAL-PROCESS , PUBLIC » POLICY ) 
1974 14-2 
LEAVITT 0 
CHANGING ISSUES , IDEOLOGICAL AND POLITICAL INFLUENCES ON 
THE UeSe SUPREME-COURT , 1893-1945 ( ATTITUDES ) 
1974 13-3 
WRIGHT H 
URBAN ISSUES » HOUSE VOTES , PATTERNS IN POLICY RESPONSE -- 
A LONGTTUDINAL BCTRY DIMENSION AND CLUSTER-ANALYSIS 


ITALY 1974 12-3 
SANI G 
MASS PERCEPTIONS OF ANTI-SYSTEM PARTIES == THE CASE OF 
ITALY ( CLEAVAGES , COALITIONS ) 
JAPAN 1974 11-3 
KUBOTA A 
PARTY-ITOENTIFICATION AND SOCIAL CLEAVAGE IN JAPAN 
( VOTING ) 
1974 12-7 
FUKUI H 
FACTIONALISM IN A DOMINANT PARTY SYSTEM == THE CASE OF 
JAPAN 
JAPANESE 1974 
KURODA A K 
ETHNICITY AND INTERNATIONAL RELATIONS -= JAPANESE 


INVESTMENTS IN HAWATIT 
1974 13-6 
KURODA Y 
SUCCESSFUL POLITICIANS IN THE JAPANESE HOUSE OF 
REPRESENTATIVES » 1890-1972 


JERUSALEM 1974 16-4 
GOTTHETIL OL 
POLICY CONSEQUENCES OF TRANSNATIONAL ACTIVITY IN A NATIONAL 
CAPITAL -- A STUDY OF SOME TRANSNATIONAL GROUPS IN 
JERUSALEM AND TEL-AVIV » ISRAEL 


JEWS 1974 5-4 
TESSLER WA KNUTH L 
TOWARD A THEORY OF POLITICAL CULTURE OF NON=ASSIMILATING 
MINORITIES -- JEWS IN TUNISIA AND MOROCCO AND ARABS IN 
TSRAEL 
JUDICIAL 1974 14-6 
FLANDERS S GOLDMAN J 


SCREENING PRACTICES AND THE USE OF PARA-JUDICIAL 
PERSONNEL IN A UeSe COURT-OF-APPEALS ( JUDICIAL ) 


1974 14-2 
KORT F 
A SPECIAL AND A GENERAL MULTIVARIATE THEORY OF JUDICIAL 
DECISIONS 

1974 14-2 


GRUNBAUM W F 
JUDICIAL ATTITUDES TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 
1974 14-4 
NAGEL S NEEF M 
SCME NEW DIRECTIONS IN APPLYING ECONCMIC MODELING TO 
JUDICIAL RESEARCH 
1974 14-5 
HAKMAN N 
THE ITMPACT OF JUDICIAL OPINIONS += ANOTHER CRITICAL 
ANALYSIS OF POLITICAL-SCIENCE FOLKLORE 


JUDICIARY 1974 2-3 
BERND JL MAYER LS HOYER R 
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SOME PROBLEMS OF THE THEORY OF POLITICAL COALITIONS AS 
APPLIED TO THE JUDICIARY ( RIKER ) 


JUDICIARY 197% 17-1 
STRUM P 
WATERGATE AND THE FEDERAL JUDICIARY -=- AUTHORITARTANISM OR 
DISCRETION ( PLEA-BARGAINENG 4, SENTENCING ) 


JUSTICE 1974 9-1 
BOLLINGER WS VEZNER K O 
INTERGOVERNMENTAL RELATIONS AND CRIMINAL JUSTICE ( OHIO ) 
1974 3-2 
cook s D 
JUSTICE AND SOCIAL CHANGE IN THE THOUGHT OF RETNHOLO 
NIEBUHR WITH SPECIAL REFERENCE TO THE CONTEMPORARY SCENE 
1974 14-1 
BECKER T 
HOW POLITICAL SCIENTISTS HAVE HELPED MAKE OUR CRIMINAL 
JUSTICE SYSTEM A CRIME 
1974 14-1 
MARKHAM W G 
CHROMATIC JUSTICE -- COLOR AS AN ELEMENT OF THE OFFENSE 
( CRIMINAL ) 


1974 14-3 
WAY H F 
THE NIXON COURT -- TWO MODELS OF CRIMINAL JUSTICE 
JUSTIFICATION 1974 3-9 
KEOHANE N O 


PHILOSOPHY AND BASILODICY -- ANALYSIS AND JUSTIFICATION 
IN POLITICAL=THOUGHT 


JUVENTLE 1974 14-5 
MAIMAN R J 
PRIVATE ATTORNEYS IN JUVENILE COURT -- THE IMPACT OF 
IN-RE=GAULT ( ODUE-PROCESS » ATTITUDES ) 


KENDALL 1974 3-1 
NASH G H 
CONSERVATIVE ICONOCLAST -- THE INTELLECTUAL ODYSSEY OF 
WILLMOORE KENDALL 


KENYA 1974 5-5 
DRESANG OL 
ETHNIC REPRESENTATION AND DEVELOPMENT ADMINISTRATION -- 
A COMPARATIVE STUDY OF KENYA AND ZAMBIA ( BUREAUCRACY ) 


KISSINGER 1974 15-1 
KOHL WL 
THE NIXON KISSINGER FOREIGN-POLICY SYSTEM AND U.S. 
EUROPEAN RELATIONS -=- PATTERNS OF POLICY-MAKING 
( BUREAUCRATIC ) 


KMT 1974 17-4 
MENDEL 0D H JR 


THE KMT ON TAIWAN IN A TIME OF TRIALS ( KUOMINTANG , 


PARTY ) 

KNOWLEDGE 1974 6-3 
WALKER JL 
THE OIFFUSION OF KNOWLEDGE AND POLICY CHANGE -- TOWARD A 


THEORY OF AGENDA SETTING ( ELITE , CONSENSUS ) 


KUOMINTANG 1974 17-4 
MENDEL DH JR 
THE KMT ON TAIWAN IN A TIME OF TRIALS 
PARTY ) 


( KUOMINTANG , 


LABOR 1974 12-7 
ARONOFF M J 
FISSION AND FUSION -- THE POLITICS OF FACTIONALISM IN THE 
ISRAEL LABOR PARTY 


1974 12-5 
EPSTEIN Lt 
ORGANIZATIONAL POLICY-MAKING -- BRITISH LABOR REVISITED 
1974 
GREER E 


UNTTED-STATES-STEEL LABOR POLICIES IN GARY=-INDIANA -- 
THE STRUCTURAL BASIS OF RACISM IN AN INDUSTRIAL CITY , 
1906-1974 


LANGUAGE 1974 8-4 
OSTROM V 
LANGUAGE , THEORY AND EMPIRICAL RESEARCH -=- ELEMENTS OF 
PARADIGM REFORMULATION IN PUBLIC ADMINISTRATION 
1974 3-7 
WERTHEIMER A 
TS ORDINARY LANGUAGE ANALYSIS CONSERVATIVE ( PHILOSOPHY ) 


LATIN-AMERICA 1974 15-1 
LOWENTHAL A F 
BUREAUCRATIC POLITICS AND UNITED-STATES POLICY TOWARD 
LATIN-AMERICA AN-INTERIM RESEARCH-REPORT 


1974 20-2 
SMITH A K 


PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN-AMERICA -- 
A COMPARATIVE ANALYSIS OF MILITARY AND CIVILIAN REGIMES 


LATIN-AMERICAN 1974 5-3 
COHEN P 
MEN » WOMEN AND THE LATIN-AMERICAN POLITICAL SYSTEM -- 
PATHS TO POLITICAL PARTICIPATION IN URUGUAY 


1974 12-3 
ASCHER WL 


SURVIVAL STRATEGIES OF PROSCRIBED PARTIES -- SOME RECENT 
LATIN-AMERICAN EXPERIENCES ( COVERT , OVERT 


LAW-EXPERTS 1974 16-4 
ONUF NG SLATER RO 
LAW-EXPERTS ANO THE MAKING OF FORMAL OCEAN POLICIES 
LAWS 1974 3-5 
PANGLE TL 
THE POLITICAL PSYCHOLOGY OF RELIGION IN PLATOS LAWS 
LEADERS 1974 7-4 
ROBACK T 
POLITICAL ATTITUDES AMONG REPUBLICAN LEADERS -- THE CASE OF 


DELEGATES TO THE 1972 NATIONAL CONVENTION ( ISSUES ) 

1974 7-4 
PARSONS R W BARTON AH 
SOCIAL BACKGROUND AND POLICY ATTITUNES OF AMERICAN LEADERS 


1974 17-5 
HEER N W 
HISTORY AS SYMBOLIC MYTHOLOGY -- POLITICAL LEADERS IN 
RECENT SOVIET HISTORIOGRAPHY 
LEADERSHIP 1974 


BOROWIEC WA 
THE EFFECT OF BUREAUCRATIZATION ON ETHNIC GROUP 
LEANERSHIP -- THE CASE OF THE POLISH=AMERICAN 
1974 14-2 
DUCAT C R FLANGO VE 
AFFECTIVE ANO EFFECTIVE LEADERSHIP ON STATE SUPREME=COURTS 
~- THE ROLE OF THE CHIEF-JUSTICE ( VOTING , OISSENT , 


CoOuRTS ) 

1974 15-2 
ROSEN D J 
LEADERSHIP CHANGE AND FOREIGN-POLICY 

1974 7-1 


ROBINSON D A 

PRESIDENTS AND PARTY LEADERSHIP -- AN ANALYSIS OF RELATIONS 
BETWEEN PRESIDENTS » PRESIDENTIAL CANDIDATES , AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 


1974 10-1 
MILLER AH 
CHANGE IN POLITICAL TRUST -= DISCONTENT WITH AUTHORITIES 
AND ECONOMIC POLICIES » 1972-73 ( LEADERSHIP ) 
1974 10-4 
GABOURY 
THE IMPACT OF WATERGATE == NOTES ON THE SEARCH FOR 
LEADERSHIP ( ALIENATION ) 
1974 13-4 
NELSON G 
PARTISAN PATTERNS OF HOUSE LEADERSHIP CHANGE , 1791-1973 
1974 5-4 
WALLTHAN J 
WORKPLACE LEADERSHIP AND POLITICS -- STTUATIONAL 
DETERMINANTS OF RECRUITMENT IN A CHICAGO PRINTING TRADES 
UNION 
LEARNING 1974 


JACKNIS N J 
LEARNING IN POLITICAL DECISION-MAKING ENVIRONMENTS 
( EXPERIMENT ) 


1974 16-2 
BREWER TL 
A LEARNING BEHAVIOR APPROACH TO POLICY ANALYSIS += THE CASE 
OF AMERICAN ARMS CONTROL POLICY 
LEBANON 1974 7-6 


NEKMEJTAK RH 
ELITE RECRUITMENT MARKOV=CHAINS » AND PATH=ANALYSIS -- 
ISRAEL » EGYPT AND LESANON 


LEGISLATION 1974 2-3 
BARTON W V 
COALITION-BUILDING IN THE UeSe HOUSE-OF “REPRESENTATIVES 
AGRICULTURAL LEGISLATION IN 1973 
1974 2-5 
IRELAND TR MITCHELL WE 
EFFECTS OF CIRCUIT-BREAKER LEGISLATICKN ON LOCAL PUBLIC-GOOD 
SELECTION ( HOUSING , VOTING ) 


LEGISLATIVE 1974 
DAMGAARD RUSK J G 
CLEAVAGES STRUCTURES AND REPRESENTATIONAL LINKAGES -- 
A LONGITUDINAL ANALYSTS OF DANISH LEGISLATIVE BEHAVIOR 
1974 2-3 
KOEHLER DH 
A THEORY OF LEGISLATIVE COALITION FORMATION 
1974 6-3 
SCARRITT JR 
THE DIFFUSION AND INVENTION OF LEGISLATIVE AND PARTY 
STRUCTURES IN ANGLOPHONE AFRICA 
1974 13-5 
BECKMAN N 
USE OF A STAFF AGENCY BY THE CONGRESS -- EXPERIENCES OF THE 
CONGRESSIONAL RESEARCH SERVICE UNDER THE LEGISLATIVE 
REORGANIZATION-ACT OF -1970 
1974 14-5 
FALIK 
THE IMPACT OF THE SUPREME-COURT OECISICN ON ABORTION -- 
POLITICAL AND LEGISLATIVE RESISTANCE Ve. COURT REACTIONS 
1974 13-1 
THCMPSON W N 
AN ANALYSIS OF THE LEGISLATIVE AMBITIONS OF STATE 
CONSTITUTIONAL CONVENTION DELEGATES 
1974 13-1 
THURBER J A 
THE IMPACT OF PARTY RECRUITMENT ACTIVITY UPON LEGISLATIVE 
ROLE ORIENTATIONS -- A PATH-ANALYSIS 
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LEGISLATIVE (1974 13-1 
KIM CL GREEN J J OCONNOR P F 
ENGSTROM R L 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE <= A 
PRELIMINARY-REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
( REPRESENTATION , PARTY ) 
1974 13-1 
PORTER H O LEUTHOLO OD A 
ACQUIRING LEGISLATIVE EXPERTISE -- APPOINTMENTS TO STANDING 
COMMITTEES IN THE STATES 
1974 13-2 
LATCHAM JS HAMILTON H OD 
PURPOSIVE ROLES OF CITY-COUNCILMEN ( LEGISLATIVE ) 
1974 13-5 
JOHANNES JR 
STUDY AND RECOMMEND <= STATUTORY REPORTING REQUIREMENTS AS 
A TECHNIQUE OF LEGISLATIVE INITIATION 


1974 13-5 
BALUTIS A P 
LEGISLATIVE STAFFING -- A VIEW FROM THE STATES 

1974 13-6 
CAMPBELL C 


APPOINTEES TO PUBLIC OFFICE -- A CAUSAL-ANALYSTS OF 
INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 


LEGISLATOR : 1974 13-2 
MATHENY R W 
ROLE CONFLICT -- A QUANTITATIVE ANALYSIS OF THE URBAN 
LEGISLATOR ( DECISION-MAKING ) 

1974 13-2 

HEDLUND R D HAMM K 
THE EFFECTS OF INSTITUTIONAL CHANGE ON LEGISLATOR 
ATTITUDES -- PROCEDURAL REFORM AND MEMBER PERCEPTIONS 


( ELITES ) 
1974 11-4 
HOWELL S E 
SYSTEM EFFECTS ON LEGISLATOR VISIBILITY IN FIVE DEMOCRATIC 
COUNTRIES 


LEGISLATORS 1974 13-6 
MOHAPATRA M K 
COLLEGE YOUTH AND THE LEGISLATORS ROLE IN A MODERNIZING 
LEGISLATURE -- PRELIMINARY=REPORT OF AN EMPIRICAL STUDY 


( INDIA ) 
1974 13-2 
SEITZ S T SHAW LE 
ROLE DYNAMICS AND LEGISLATORS BEHAVIOR -- MINNESOTA 
LEGISLATURE 1974 13-6 


MOHAPATRA M K 

COLLEGE YOUTH AND THE LEGISLATORS ROLE IN A MODERNIZING 
LEGISLATURE -=- PRELIMINARY=REPORT OF AN EMPIRICAL STUDY 
( INDIA ) 

1974 13-2 

HADLEY D J 

ROLE ORIENTATIONS AND THE PREDICTION OF ROLL-CALL VOTES 
IN A STATE LEGISLATURE -= A SIMULATION 


1974 13-2 
GREENE K R 
OIMENSIONS OF ISSUE VOTING IN A LOCAL LEGISLATURE 
( POLICY ) 

1974 13-6 
MEZEY ML MEZEY S G 
STUDENT ATTITUDES TOWARD THE LEGISLATURE -- A 
CROSS-NATIONAL MULTI-INSTITUTIONAL APPROACH 

LEGISLATURES 1974 2-3 

tuTz 0 S WILLIAMS JR 


THE APPLICABILITY OF THE MINIMUM COALITION THEORY TO 
LEGISLATURES -- A REVIEW OF THE EVIDENCE AND A PROPOSAL 
CONCERNING RATIONALITY 


LEGITIMACY 1974 6-4 
RENSHON S A 
PERSONALITY , POLITICAL MOTIVATION AND POLITICAL 
VIOLENCE -- SOME GENERATIONAL DYNAMICS AND ATTITUDINAL 
CORRELATES ( LEGITIMACY ) 
1974 10-6 
FOWLKES DL 
RACE AND POLITICAL SOCIALIZATION -=- IMPLICATIONS FOR 
POLITICAL LEGITIMACY 
1974 10-7 
APPLEWHITE H B 
POLITICAL LEGITIMACY IN REVOLUTIONARY FRANCE 4 1788-1791 
( POLITICAL-CULTURE ) 


LEGITIMATING 1974 10-7 
DAVIS CL COLEMAN K M 
THE REGIME LEGITIMATING FUNCTION OF EXTERNAL POLITICAL 
EFFICACY IN AN AUTHORITARIAN REGIME -- THE CASE OF MEXICO 


LEGITIMATION 1974 
TROUT BT 
POLITICAL LEGITIMATION IN THE FOREIGN=-POLICY PROCESS -- 
A CONCEPTUAL APPROACH 


LESS-DEVELOPED 1974 16-4 
BINNING W C 
AN AUDIT OF THE POLITICAL POWER OF THE MULTINATIONAL 
CORPORATION IN THE LESS-DEVELOPED COUNTRIES 
( TRANSNATIONAL » POLICY ) 


LES TER=REPORT 1974 5-3 
DORO ME 


THE CARNEGIE=COMMISSION , THE LESTER=REPORT , AND THE 
STATUS OF WOMEN 


LEVERAGE 1974 16-3 
RUSSELL R W 
IDENTIFYING LEVERAGE POINTS IN THE FORMULATION OF 
INTERNATIONAL MONETARY POLICY 


LIABILITIES 1974 2-6 
KRAUSS WR 
POLITICAL RESOURCES AND LIABILITIES -- SOME THEORETICAL 
AND EMPIRICAL CONSIDERATIONS 


LIBERAL 1974 12-5 
CYR A 
THE ROLE OF THE BRITISH LIBERAL PARTY 


LIBERTIES 1974 14-3 
ELLIFF J T 
THE POLITICS OF DOMESTIC INTELLIGENCE -- SURVEILLANCE 
ANO CIVIL LIBERTIES UNDER THE NIXON ADMINISTRATION 


LIBERTY 1974 14-5 
CANON B C 
TAKING ADVANTAGE OF A QUASI-EXPERIMENT SITUATION -- THE 
IMPACT OF MAPP=-V-OHIO ( COURT , POLICE LIBERTY 
EXPERIMENT ) 


LINEAGES 1974 7-6 
RUDOLPH S$ H RUDOLPH L I 
BUREAUCRATIC LINEAGES IN PRINCELY INOIA == THE PATRIMONTAL 
POLITICS OF AUTHORITARTIAN REGIMES ( ELITE ) 


LINKAGE 1974 7-4 
STEWART P 90 TOWN K 
THE CAREER ATTITUDE LINKAGE AMONG SOVIET REGIONAL ELITES -- 
AN EXPLORATION OF ITS NATURE AND MAGNITUDE 


LINKAGES 1974 24 
DAMGAARD E RUSK J G 
CLEAVAGES STRUCTURES AND REPRESENTATIONAL LINKAGES -- 
A LONGITUDINAL ANALYSIS OF OANISH LEGISLATIVE BEHAVIOR 
15-5 
WOOD RS 
TRANS-EUROPEANISM , DETENTE 4» AND THE EUROPEAN COMMUNITY -- 
DIALECTICS AND LINKAGES IN EUROPEAN POLITICS 
1974 
POWELL G B JR 
CITIZEN ELITE LINKAGES IN AUSTRALTAN COMMUNITIES -- 
DEGREE » STRUCTURE » ANN PROCESS OF OPINION REPRESENTATION 
( ATTITUDE ) 
1974 12-4 
ELDERSVELD S J 
POLITICAL ELITE LINKAGES IN THE DUTCH CONSOCIATIONAL 
SYSTEM ( BEHAVIOR ) 


1974 12-4 
SOMJEE A H 
PARTY LINKAGES AND STRIFE=ACCOMMODATION IN CONTEMPORARY 
INOIA 
1974 9-7 


FRIEOMANN K A 
EFFECTIVENESS OF OMBUDSMEN IN ESTABLISHING LINKAGES WITH 
CITIZENS 


LITERATURE 1974 &=3 
BROWN S R 
TOWARD AN EXPERIMENTAL ANALYSIS OF POLITICAL LITERATURE 


LITIGATION 1974 14-6 
GROSSMAN J B SARAT A 
A REPORT OF SOME SOCIAL , POLITICAL AND ECONOMIC 
CORRELATES OF LITIGATION IN THE AMERTCAN STATES 


LOCAL 1974 9-2 
SACCO J F 
FACTORS IN DEVELOPING NATIONAL POLICIES FOR LOCAL MASS 
TRANSIT -- ASSESSING THE IMPACT OF THE ENERGY SHORTAGE 
1974 9-3 
LIEBSCHUTZ S F 
GENERAL REVENUE SHARING AND POLITICAL ENTREPRENEURSHIP 
AT THE LOCAL LEVEL 
1974 
IRELAND T R MITCHELL WE 
EFFECTS OF CIRCUIT=-BREAKER LEGISLATICN ON LOCAL PUBLIC-GOOD 
SELECTION ( HOUSING , VOTING ) 
1974 12°14 
DONALODSON RL 
THE RECRUITMENT AND SOCIALIZATION OF LOCAL PARTY 


FUNCTIONARIES == LOS-ANGELES AND MUNICH 
1974 13-2 
GREENE K R 
DIMENSIONS OF ISSUE VOTING IN A LOCAL LEGISLATURE 
POLICY ) 
1974 12-7 
LANDE C H CURRY J A 
LOCAL LEVEL FACTIONALTIS™ IN THE PHILIPPINES 
1974 


LIEBERMAN C 
THE EVOLUTION OF PRESIDENTIAL RELATICASHIPS WITH STATE 
AND LOCAL GOVERNMENT <-- REVENUE-SHARING AND GRANTS-IN-AIO 
1974 
DOLIVE LL 
THE NON-FUNCTION OF GERMAN POLITICAL PARTIES AT THE LOCAL 
LEVEL ( VOTING ) 
1974 7-3 
LEE MM 
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TOWARDS UNDERSTANDING WHY FEW WOMEN HOLD PUBLIC OFFICE -- 
FACTORS AFFECTING THE PARTICIPATION OF WOMEN IN LOCAL 
POLTTICS 


LONGITUDINAL 1974 2-1 
DAMGAARD E RUSK J G 
CLEAVAGES STRUCTURES AND REPRESENTATIONAL LINKAGES -- 
A LONGITUDINAL ANALYSIS OF OANISH LEGISLATIVE BEHAVIOR 
1974 6-5 
KRANE D 
LONGITUDINAL PATTERNS OF CENTRALIZATION AND DEVELOPMENT -- 
TESTING THEORIES OF GOVERNMENT ORGANIZATION 
1974 13-3 
WRIGHT H 
URBAN ISSUES , HOUSE VOTES », PATTERNS IN POLICY RESPONSE -- 
A LONGITUDINAL BCTRY DIMENSION AND CLUSTER-ANALYSIS 


LOS-ANGELES 1974 12-1 
DONALOSON R L 
THE RECRUITMENT AND SOCIALIZATION OF LOCAL PARTY 
FUNCTIONARIES -- LOS-ANGELES AND MUNICH 


LOUISIANA 1974 13-1 
KIM CL GREEN J J OCONNOR P F 
ENGSTROM RL 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE -=- A 
PRELIMINARY=REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
( REPRESENTATION , PARTY ) 


MAJORITY-RULE 1974 2-4 
MARGOLIS H 
WHAT IT TAKES TO AVOID ARROWS-PARADOX ( MAJORITY-RULE ) 
1974 2-2 
WENDELL RE 


ON COMMITTEE DECISIONS UNDER MAJORITY=RULE -- A SPATIAL 


APPROACH ( PREFERENCES ) 
MALAYSTAN 1974 5-2 
NOBLE L G 
ETHNICITY AND PHILIPPINE MA. AYSTAN RELATIONS 
1974 13-6 
CHU C H 


MINORITY REPRESENTATION IN THE MALAYSIAN PARLIAMENT <= THE 
PERFORMANCE OF MPS IN PARLIAMENTARY FORUMS 


MALE 1974 7-3 
STIEHM J SCOTT R 
FEMALE AND MALE -- VOLUNTARY AND CHOSEN PARTICIPATION -- 
SEX » SES » AND PARTICIPATION 


MALE-FEMALE 1974 7-3 
SOULE J W MCGRATH WE 
A COMPARATIVE STUDY OF MALE-FEMALE POLITICAL ATTITUDES AT 
CITIZEN AND ELITE LEVELS 


MANAGEMENT 1974 18-1 
CRAIG P A 
DETERMINANTS AND EFFECTS OF SCHOOL-STTE MANAGEMENT REFORM 
IN CALIFORNIA PUBLIC SCHOOLS 

1974 9-4 

MYERS FE 
APPLYING POLITICAL SCIENCE TO THE ESTIMATION OF POLITICAL 
FEASIBILITY -- THE CASE OF COASTAL ZONE MANAGEMENT 


CONSTITUENCIES ) 
MAOIST 1974 17-6 
HSTUNG J C 
AN ANATOMY OF THE MAOIST MODEL OF DEVELOPMENT 
MAPP-V-OHIO 1974 14-5 
CANON B C 


TAKING ADVANTAGE OF A QUASI-EXPERIMENT SITUATION -- THE 
IMPACT OF MAPP=-V-OHIO ( COURT , POLICE » LIBERTY 4 
EXPERIMENT ) 


MARKOV-CHAINS 1974 7-6 
DEKMEJIAN R H 
ELITE RECRUITMENT » MARKOV-CHAIN® AND PATH=ANALYSIS 
ISRAEL » EGYPT , AND LESANON 


MASS 1974 9-2 
SACCO J F 
FACTORS IN DEVELOPING NATIONAL POLICIES FOR LOCAL MASS 
TRANSIT == ASSESSING THE IMPACT OF THE ENERGY SHORTAGE 
1974 12-3 
SANI G 
MASS PERCEPTIONS OF ANTI-SYSTEM PARTIES -=- THE CASE OF 
ITALY ( CLEAVAGES , COALITIONS ) 


MASS-MEDIA 1974 10-2 
CONWAY M M AHERN D FELDBAUM E 
THE MASS=-MEDIA AND CHILDRENS REGIME ORIENTATIONS 
( ATTITUDES ) 
1974 10-4 
ENTMAN R M PROTHO J W SHARP E F 
THE MASS-MEDIA , DISSONANT EVENTS » AND ALTENATION -= A 
PANEL-STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 


MAYORS 1974 12-3 
LACORNE DC J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM <= THE 
BELIEFS OF COMMUNIST MUNICIPAL ELITES ( MAYORS , 
PARTISANSHIP ) 


MEASURING 1974 11-1 


FARLEY LT MARKS JS 
CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -- MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 


MEASURING 1974 16-1 
KEGLEY C W JR 
MEASURING THE GROWTH AND DECAY OF TRANSNATIONAL NORMS 
RELEVANT TO THE CONTROL OF VIOLENCE 
1974 16-3 
AUERBACH K D 
MEASURING ANDO DETERMINING CRITERIA FOR THE DISTRIBUTION 
OF MULTILATERAL ASSISTANCE 
( INTERNATIONAL » ORGANIZATIONS ) 


MEMBER 197% 13-2 
HEDLUND R D HAMM K 
THE EFFECTS OF INSTITUTIONAL CHANGE ON LEGISLATOR 
ATTITUDES -- PROCEDURAL REFORM AND MEMBER PERCEPTIONS 
( ELITES ) 
MEN 1974 5-3 
COHEN P M 


MEN » WOMEN AND THE LATIN-AMERICAN POLITICAL SYSTEM -- 
PATHS TO POLITICAL PARTICIPATION IN URUGUAY 


MERRIAM 1974 19-1 
KARL B OD 
Ce Eo Me -= POLICY SCIENTIST OR SCIENCE POLITICIAN 
( MERRTAM ) 
1974 19-1 
FOX WTR 
PLURALIST POLITICS AND THE WORLD SYSTEP ( MERRTIAM ) 
1974 19-1 


LINOBLOM C E 
POLITICAL PRUDENCE AND THE INTELLIGENCE OF DEMOCRACY 
( MERRTAM ) 


MERRIAMS 1974 19-1 
ALMOND GA 
PSYCHOLOGY , NUMSERS » AND POLITICAL-SCIENCE -- 
MERRIAMS PROPHECY FULFILLED AND UNFULFILLED 


METHODOLOGICALLY 1974 3-7 
MOON J 
IN WHAT SENSE ARE THE SOCIAL=SCIENCES METHODOLOGICALLY 
DISTINCTIVE 
MEX ICAN-AMERICAN 1974 10-6 
BARGER H M 


IMAGES OF THE PRESIDENT AND POLICEMAN AMONG BLACK , 
MEXICAN=-AMERICAN AND ANGLO SCHOOL CHILDREN -- 
CONSIDERATIONS ON WATERGATE 


MEXICO 1974 6-5 
KAUTSKY JH 
THE POLITICS OF REVOLUTIONARY CHANGE -- MEXICO AND THE 
SOVIET=UNION 
1974 10-7 


DAVIS CL COLEMAN K M 
THE REGIME LEGITIMATING FUNCTION OF EXTERNAL POLITICAL 
EFFICACY IN AN AUTHORITARTAN REGIME == THE CASE OF MEXICO 
1974 7-6 
SMITH P H 
MAKING-IT IN MEXICO -= ASPECTS OF POLITICAL MOBILITY SINCE 
1946 ( ELITE ) 
MEXICOS 1974 17-4 
STEVENS E P 
MEXICOS PRI == THE INSTITUTIONALI ZATION OF CORPORATISM 


( PARTY , ELITE ) 


MICHIGAN 1974 12-2 
GREENBERG S 8 MATHENY 
THE EFFECTS OF ENDORSEMENTS IN NON=PARTISAN SYSTEMS -- 
A STUDY OF PRIMARY AND GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES ( INTEREST=-GROUPS » NEWSPAPER , CITY ) 


MIODOLE-EAST 1974 
PFALTZGRAFF R L JR 
THE MIDOLE-EAST CRISIS -- IMPLICATIONS FOR THE EUROPEAN 
AMERICAN RELATIONSHIP 


MILITARY 1974 6-5 
MCKINLAY R DO COHAN AS 
MILITARY COUPS , MILITARY REGIMES , AND SOCIAL CHANGE 


1974 16-2 
KEYES G 
FORCE WITHOUT FIREPOWER == A DOCTRINE OF UNARMED MILITARY 
SERVICE 

197% 10-3 


JENNINGS M K MARKUS G B 
THE EFFECT OF MILITARY SERVICE ON POLITICAL ATTITUDES -- A 
PANEL-STUDY 
1974 20-2 
SMITH A K 
PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN-AMERICA -- 
A COMPARATIVE ANALYSIS OF MILITARY ANDO CIVILIAN REGIMES 


1974 20-2 
PALMER 0 S 
AUTHORTITARIAN REGIMES AND REFORM == MILITARY GOVERNMENT IN 
PERU 
MINNESOTA 1974 13-2 
SEITZ S T SHAWL E 


ROLE DYNAMICS AND LEGISLATORS BEHAVIOR -= MINNESOTA 
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MINORITIES 1974 9-5 
WIRT FM 
ETHNIC MINORITIES AND SCHOOL POLICY IN EUROPEAN 
DEMOCRACIES -- THEORY AND CASE STUDIES ( COMPARATIVE ) 


MINORITIES 1974 5-4 
TESSLER MA KNUTH L 
TOWARD A THEORY OF POLITICAL CULTURE OF NON-ASSIMILATING 
MINORITIES -- JEWS IN TUNISIA AND MOROCCO AND ARABS IN 
ISRAEL 
1974 5-6 
JOHNSON MG JOHNSON S B 
ANTI-DISCRIMINATION POLICIES IN THE UNITED-STATES AND 
INDIA ( MINORITIES ) 


MINORITY 1974 13-6 
CHU C H 
MINORITY REPRESENTATION IN THE MALAYSIAN PARLIAMENT -- THE 
PERFORMANCE OF MPS IN PARLIAMENTARY FORUMS 
MISSILE 1974 16-1 
NATHAN J A 
THE MISSILE CRISIS -- HIS FINEST HOUR NOW ( CUBA ) 
MOBILITY 1974 7-6 
SMITH P H 


MAKING-IT IN MEXICO <= ASPECTS OF POLITICAL MOBILITY SINCE 
1946 ( ELITE ) 


MOBILIZATION 1974 5-4 

MCBEATH G A 
STRATEGIES AND MOBILIZATION TACTICS OF ETHNIC ELITES -- 
OVERSEAS CHINESE 

1974 5-4 
RAWKINS P ™ 
RICH WELSH OR POOR BRITISH -= A SOCIOLOGICAL ANALYSIS OF 
POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLAITO-CYMRU , PARTY ) 

1974 6-5 
MARTIN WC HOPKINS K 
POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY -- 
CLEAVAGE CRYSTALLIZATION ANDO THE FORMATION OF THE 
POLITICAL PROCESSES IN FINLAND , 1900-1918 ( ELECTORAL , 


PARTY ) 
MODEL 1974 2-2 
LEVINE M HYDE MS 
INCUMBENCY AND THE THEORY OF POLITICAL AMBITION <= A 
RATIONAL-CHOICE MODEL ( CANDIDACY , RECRUITMENT ) 


1974 6-4 
SCHNEIDER P R 
PUBLIC PROTEST AND CONSPIRATORIAL VIOLENCE -- TOWAROS A 
MODEL OF ANTICIPATED RESPONSE ( INSTITUTIONS ) 
1974 16-1 
ZINNES 0D A GILLESPIE J V SCHRODT P A 
AN ANALYSIS OF A MULTISTAGE GAME MODEL OF ARMS RACES 
1974 5-5 
DISHMAN R B 
CULTURAL PLURALISM AND SBUREAUCRATIC NEUTRALITY IN THE 
BRITISH-CARIBBEAN ( MODEL ) 
1974 9-1 
BROWNING R MARSHALL DR 
IMPLEMENTATION OF MODEL CITIES AND REVENUE=SHARING 
IN 10 BAY-AREA CITIES -=- DESIGN AND FIRST FINDINGS ( CITY ) 


1974 11-€ 
MILLER RE 
AN EMPIRICAL MODEL OF THE VOTERS DECISIONAL CALCULUS 
1974 17-6 
HSIUNG J C 
AN ANATOMY OF THE MAOIST MODEL OF DEVELOPMENT 
MODELING 1974 14-4 
NAGEL S NEEF M 


SOME NEW DIRECTIONS IN APPLYING ECONOMIC MODELING TO 
JUDICIAL RESEARCH 


MODELLING 1974 2-6 
BAUGH W H 
COUPLING BETWEEN MAJOR POWERS AND THEIR WEAK ALLIES -- 
RICHARDSON MODELLING APPROACH ( STABILITY ) 


MODELS 1974 2-2 
USLANER E M 
SPATIAL MODELS OF THE ELECTORAL-COLLEGE -- OISTRIBUTION 
ASSUMPTIONS AND BIASES OF THE SYSTEM 
1974 2-2 
ROSENTHAL H SEN S 
THE ELECTORAL PROCESS IN FRANCE -=- SPATIAL MODELS AND THE 
TWO-BALLOT SYSTEM ( VOTING ) 
1974 2-5 
FROHLICH N OPPENHEIMER J 
WAGNER RH 
INDIVIOQUAL CONTRIBUTIONS TO COLLECTIVE GOODS -- 
ALTERNATIVE MODELS ( PUBLIC-GOOD ) 


HUNT T 


1974 14-3 
WAY H F 
THE NIXON COURT -- TWO MODELS OF CRIMINAL JUSTICE 
197% 10-5 


SCHUMAKER P 
PROTEST ACTIONS AND POLICY RESPONSIVENESS -- SOME 
ALTERNATIVE MODELS 

1974 17-6 
FARLOW RL 
MODELS OF MONISM AND PLURALISM IN THE EAST EUROPEAN 
DEVELOPMENTAL CONTEXT ( COMMUNIST ) 


MODERNIZATION 1974 17-2 
ARNOLD S H 
AUTHORITARIAN REGIMES AND ECONOMIC MCOERNIZATION -- 
THE POLITICS OF THE 8RA7ILIAN MIRACLE ( DECISION-MAKING ) 


MODERNIZING 1974 13-6 
MOHAPATRA M K 
COLLEGE YOUTH AND THE LEGISLATORS ROLE IN A MODERNIZING 
LEGISLATURE -= PRELIMINARY=REPORT OF AN EMPIRICAL STUDY 
( INOTIA ) 


MONETARY 1974 16-3 
RUSSELL R W 
IDENTIFYING LEVERAGE POINTS IN THE FORMULATION OF 
INTERNATIONAL MONETARY POLICY 


MONIS™M 1974 17-6 
FARLOW RL 
MODELS OF MONTSM ANDO PLURALISM IN THE EAST EUROPEAN 
DEVELOPMENTAL CONTEXT ( COMMUNIST ) 


MORAL 1974 10-4 
CLARK JM 
MORAL PREREQUISITES OF POLITICAL SUPPORT -- BUSINESS 
REACTIONS TO THE WATERGATE SCANDAL 

MOROCCO 1974 5-4 
TESSLER PF A KNUTH L 


TOWARD A THEORY OF POLITICAL CULTURE OF NON=ASSIMILATING 


MINORITIES --= JEWS IN TUNISTA AND MORCCCO AND ARABS IN 
TSRAEL 
MOTIVATION 1974 6-4 


RENSHON S A 
PERSONALITY , POLITICAL MOTIVATION AND POLITICAL 
VIOLENCE -= SOME GENERATIONAL OYNAMICS AND ATTITUDINAL 
CORRELATES ( LEGITIMACY ) 


MOVEMENT 1974 3-1 
HART J 
THE AMERICAN CONSERVATIVE MOVEMENT -- A THEORETICAL 


BALANCE SHEET 

1974 5-4 
RAWKINS PM 
RICH WELSH OR POOR SRITISH == A SOCICLOGICAL ANALYSIS OF 
POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLAIOD=-CYMRU , PARTY ) 


MPS 1974 13-6 
CHU C H 
MINORITY REPRESENTATTON IN THE MALAYSIAN PARLIAMENT == THE 
PERFORMANCE OF MPS IN PARLIAMENTARY FORUMS 


MUL TI-INSTI TUTIONAL 1974 18-4 
STEVENS A J 
THE CALIFORNIA EXPERTENCE WITH MULTI-INSTITUTIONAL 
ARRANGEMENTS FOR TEACHING AND RESEARCH IN POLITICAL“SCIENCE 
1974 13-6 
MEZEY ME7EY S G 
STUDENT ATTITUDES TOWARN THE LEGISLATURE -=- A 
CROSS-NATIONAL MULTI-INSTITUTIONAL APPROACH 


MULTI-PARTY 1974 5-7 
CUNNINGHAM R JACEK H 
ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTT=-PARTY CASE -- AN INTERPRETATION 
AND SOME CANADIAN DATA TN AN URBAN SETTING 
( BEHAVIOR , PARTY ) 


MULTILATERAL 1974 16-3 
AUERBACH K D 
MEASURING AND DETERMINING CRITERIA FOR THE DISTRIBUTION 
OF MULTILATERAL ASSISTANCE 
( INTERNATIONAL , ORGANIZATIONS ) 


MULTINATIONAL 1974 16-4 
BINNING WC 
AN AUDIT OF THE POLITICAL POWER OF THE MULTINATIONAL 
CORPORATION IN THE LESS-DEVELOPED COUNTRIES 
( TRANSNATIONAL POLICY ) 


MULTISTAGE 1974 
ZINNES 90 A GILLESPIE J V SCHROOT P A 
AN ANALYSIS OF A MULTISTAGE GAME MODEL OF ARMS RACES 
MULTIVARIATE 1974 14-2 
KORT F 
A SPECIAL AND A GENERAL MULTIVARIATE TEEORY OF JUDICIAL 
DECISIONS 
MUNICH 1974 12-1 


DONALDSON RL 
THE RECRUITMENT AND SOCTALIZATION OF LOCAL PARTY 


FUNCTIONARIES LOS-ANGELES AND MUNICH 
MUNICIPAL 1974 12-3 
LACORNE DC J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM -- THE 


BELIEFS OF COMMUNIST MUNICIPAL ELITES (€ MAYORS 4 
PARTISANSHIP ) 

1974 8-3 
STARLING J OD 
LIVING WITH EOP IN A MUNICTPAL BUREAUCRACY -- THE CASE OF 
OAKLAND ( ELECTRONIC DATA=PROCESSING ) 


MYTHOLOGY 1974 17-5 
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HEER N W 
HISTORY AS SYMBOLIC MYTHOLOGY -- POLITICAL LEADERS IN 
RECENT SOVIET HISTORIOGRAPHY 


NATROBI 1974 6-7 
WERLIN H H 
THE HAWKERS OF NAIROBI -=- THE POLITICS OF THE INFORMAL 
SECTOR TENSION 


NATIONAL 1974 9-2 
SACCO J F 
FACTORS IN DEVELOPING NATIONAL POLICIES FOR LOCAL MASS 
TRANSIT -- ASSESSING THE IMPACT OF THE ENERGY SHORTAGE 
1974 9-2 
THOMAS R DO 
INTERGOVERNMENTAL COORDINATION IN THE IMPLEMENTATION OF 
NATIONAL AIR AND WATER POLLUTION POLICIES 
( DECISION-MAKING ) 
1974 6-7 
GILBERG T 
THE NATIONAL CAPITAL AND CITY SYSTEM POLITICS -- 
A CONCEPTUAL OVERVIEW ( RESOURCE-ALLOCATION ) 
1974 7-4 
ROBACK T 
POLITICAL ATTITUDES AMONG REPUBLICAN LEADERS == THE CASE OF 
DELEGATES TO THE 1972 NATIONAL CONVENTION ( ISSUES ) 
1974 6-7 
JOHNSON R W 
WASHINGTON-0C -- SPATIAL COMPROMISE AND NATIONAL 
COHESION ( DEVELOPMENT ) 
1974 7-1 
ROBINSON D A 
PRESIDENTS AND PARTY LEADERSHIP -=- AN ANALYSIS OF RELATIONS 
BETWEEN PRESIDENTS » PRESIDENTIAL CANOIDATES , AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 
1974 16-4 
GOTTHEIL OL 
POLICY CONSEQUENCES OF TRANSNATIONAL ACTIVITY IN A NATIONAL 
CAPITAL -- A STUDY OF SOME TRANSNATIONAL GROUPS IN 
JERUSALEM AND TEL-AVIV » ISRAEL 
1974 7-5 
KIRKPATRICK J J 
REPRESENTATION IN NATIONAL POLITICAL CONVENTIONS <= THE 
CASE-0F -1972 


NATIONALIST 1974 5-4 
RAWKINS P M 
RICH WELSH OR POOR BRITISH -- A SOCIOLOGICAL ANALYSIS OF 


POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLAID=CYMRU , PARTY ) 


NETGHBORHOOD 1974 8-2 
ADLER N BLANK 8 
THE TRANSITION OF NEW-YORKS NETGHBORHOOD CLUBS -- FROM 
PEEL TO THE PRESENT ( POLITICAL-CLU®8 ) 


NEUTRALITY 1974 1-6 
ORLANS H 
NEUTRALITY AND ADVOCACY IN POLICY RESEARCH 
1974 5-5 
DISHMAN R B 


CULTURAL PLURALISM AND BUREAUCRATIC NEUTRALITY IN THE 
BRITISH-CARIBBEAN ( MODEL ) 


NEW-ENGLAND 1974 8-2 
KOTLER N G 
THE DECLINE OF POLITICAL COMMUNITY IN NEW=-ENGLAND TOWNS -- 
THE IMPACT ON CITIZEN PARTICIPATION AND EDUCATION 


NEW-HAMPSHIRE 1974 11-1 
CRAIG RE VEBLEN E P 
THE ELECTORAL IMPACT OF THE MANCHESTER NEW-HAMPSHIRE 
UNTON-LEADER ( NEWSPAPER , VOTING ) 


NEW-ORLEANS 1974 8-2 
MURRAY R VEDLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -- BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS , AND NEW-ORLEANS 


NEW-YORK 1974 9-2 
SEELMAN K D0 
THE POLITICS OF NUCLEAR ENERGY -- A CASE STUDY OF 
CONSOLIDATEO-EDISONS PLANTS AT INDIAN-POINT 4, BUCHANAN , 
NEW-YORK 


NEW-YORKS 1974 8-2 
ADLER N BLANK B 
THE TRANSITION OF NEW-YORKS NEIGHBORHOOD CLUBS -- FROM 
PEEL TO THE PRESENT ( POLITICAL-CLUB ) 


NEWSPAPER 1974 
ERIKSON R S 
THE IMPACT OF NEWSPAPER ENDORSEMENTS IN PRESIDENTIAL 
ELECTIONS 
1974 11-1 
CRAIG RE VEBLEN E P 


THE ELECTORAL IMPACT OF THE MANCHESTER NEW-HAMPSHIRE 
UNION-LEADER ( NEWSPAPER , VOTING ) 

1974 
GREENBERG S R MATHENY R 
THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS -- 
A STUDY OF PRIMARY ANDO GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES ( INTEREST-GROUPS , NEWSPAPER , CITY ) 


NIEBUHR 1974 3-2 
cook Ss 0 


JUSTICE AND SOCIAL CHANGE IN THE THOUGHT OF REINHOLD 
NIEBUHR WITH SPECIAL PEFERENCE TO THE CONTEMPORARY SCENE 


NTE BUHRS 1974 3-2 
THOMPSON K W 
NIEBUHRS CONCEPTION OF AMERICAN AND WORLD POLITICS 


NIXON 1974 15-1 
KOHL WL 
THE NIXON KISSINGER FOREIGN-POLICY SYSTEM AND U.S. 
EUROPEAN RELATIONS -=- PATTERNS OF POLICY-MAKING 


( BUREAUCRATIC ) 
1974 14-3 
YARBROUGH TE 
THE NIXON COURT ANDO THE FIRST-AMENOMENT 
1974 14-3 
ELLIFF J T 
THE POLITICS OF DOMESTIC INTELLIGENCE -- SURVEILLANCE 
AND CIVIL LIBERTIES UNDER THE NIXON ADMINISTRATION 


1974 14-3 
WAY H F 
THE NIXON COURT -= TWO MODELS OF CRIMIDAL JUSTICE 
1974 7-1 


ABERBACH J D ROCKMAN 8 A 
CLASHING BELIEFS WITHIN THE EXECUTIVE BRANCH == DATA ON THE 
NIXON ADMINISTRATION BUREAUCRACY 


NOMINATIONS 1974 12-2 
DEFELICE G 
PRE-CONVENTION POLITICS THE SURGE OF AMATEU® DELEGATES 
FROM ILLINOIS » 1972 ( NOMINATIONS , CONVENTION ) 
1974 12-2 


MCCARTHY S B 
GATE-KEEPING IN THE NOMINATIONS PROCESS IN YUGOSLAVIA 
( ELECTIONS ) 


NON=ASSIMILATING 1974 5-4 
TESSLER WwW A KNUTH L 
TOWARD A THEORY OF POLITICAL CULTURE OF NON=ASSIMILATING 


MINORITIES -= JEWS IN TUNTSTA AND MOROCCO AND ARABS IN 
ISRAEL 
NON-FUNCTION 1974 12-5 
DOLIVE LL 


THE NON=FUNCTION OF GERMAN POLITICAL FARTIES AT THE LOCAL 
LEVEL ( VOTING ) 


NON-GOVERNMENTAL 1974 16-2 
DAVIS M 
NON-GOVERNMENTAL ORGANTZATIONS ANDO LIMITING THE COSTS OF 
WAR 
1974 16-4 
FELD W J 


ANALYZING THE IMPACT OF NON-GOVERNMENTAL ORGANIZATIONS ON 
THE FORMULATION OF TRANSNATIONAL POLICIES 


NON-PARTISAN 1974 12-2 
GREENBERG S R MATHENY R 
THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS <= 
A STUDY OF PRIMARY AND GENERAL ELECTIONS IN TWO MICHTGAN 
CITIES ( INTEREST=GROUPS , NEWSPAPER , CITY ) 


NON=STATE 1974 16-2 
BERTELSEN J 
THE STRATEGIES OF NON=STATE NATIONS IN SHAPING 
TRANS=NATIONAL POLICIES ( SYSTEMS-FRAMEWORK ) 


NORMS 1974 16-1 
KEGLEY GC W JR 
MEASURING THE GROWTH AND DECAY OF TRANSNATIONAL NORMS 
RELEVANT TO THE CONTROL OF VIOLENCE 


NORTH=CAROLINA 1974 7-3 
KYLE P A 
SOCIALIZATION AND RECRUITMENT PATTE®NS CF WOMEN IN PARTY 
ELITE IN NORTH=CAROLINA 


NUCLEAR 1974 9-2 
SEELMAN K 9 
THE POLITICS OF NUCLEAR ENERGY -- A CASE STUDY OF 
CONSOLIOATED-EDISONS PLANTS AT INDIAN-POINT S3UCHANAN , 
NEW-YORK 
NUMBERS 1974 19-1 
ALMOND G A 


PSYCHOLOGY » NUMBERS AND POLITICAL-SCIENCE -- 
MERRIAMS PROPHECY FULFILLED AND UNFULFILLEO 


OAKESHOTT 1974 3-1 
HAVARD WC 
CONSERVATISM AND THE BRITISH PHILOSOPHICAL STYLE -=- 
THE CASE OF MICHAEL CAKESHOTT 


OAKLAND 1974 8-3 
STARLING J D 
LIVING WITH EDP IN A MUNICIPAL BUREAUCRACY -- THE CASE OF 
OAKLAND ( ELECTRONIC ODATA-PROCESSING ) 
OCEAN 1974 16-4 
ONUF N G SLATER RO 
LAW-EXPERTS AND THE MAKING OF FORMAL OCEAN POLICIES 
O£0 1974 9-7 
GWYN WB 


POLITICAL OBSTACLES TO THE EVALUATION CF OMBUDSMEN BY OEO 
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OF -1971 1974 5-6 
KLIEN G 
THE ROLE OF ETHNICITY IN THE CZECHOSLAVAK CRISIS OF -1968 
AND IN THE YUGOSLAV CRISIS OF -1971 


OFFENSE 1974 14-1 
MARKHAM W G 
CHROMATIC JUSTICE -- COLOR AS AN ELEMENT OF THE OFFENSE 


( CRIMINAL ) 


OHTO 1974 9-1 


BOLLINGER WS VEZNER K O 
INTERGOVERNMENTAL RELATIONS AND CRIMINAL JUSTICE ( OHIO ) 


OMBUDSMEN 1974 9-7 
WYNER A J 
THE POLITICAL AND ADMINISTRATIVE CONSTITUENCIES OF AMERICAN 
OMBUDSMEN -- SOME COMMENTS ON THE PREMISE OF INDEPENDENCE 
1974 9-7 
FRIEDMANN K A 
EFFECTIVENESS OF OMBUDSMEN IN ESTABLISHING LINKAGES WITH 


CITIZENS 
1974 9-7 
GWYN WB 
POLITICAL OBSTACLES TO THE EVALUATION OF OMBUDSMEN BY OEO 
ONE-PARTY 1974 13-1 
KIM CL GREEN J J OCONNOR P F 


ENGSTROM RL 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE == A 
PRELIMINARY=-REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
( REPRESENTATION , PARTY ) 
1974 17-4 

STRAUSS H J 

THE REVOLUTIONARY=MAKING PROCESS » REVOLUTIONARY TYPES , 
AND THE ONE-PARTY STATE 


OPINION 1974 7-5 
POWELL G B JR 
CITIZEN ELITE LINKAGES IN AUSTRALIAN COMMUNITIES -- 
DEGREE ,» STRUCTURE » AND PROCESS OF OPINION REPRESENTATION 
( ATTITUDE ) 


OPINIONS 1974 14-5 
HAKMAN N 
THE IMPACT OF JUDICIAL OPINIONS -- ANOTHER CRITICAL 
ANALYSIS OF POLITICAL-SCIENCE FOLKLORE 


OPPOSITION 1974 1-3 
MILCH JE 
FEASIBLE AND PRUDENT ALTERNATIVES -- AIRPORT DEVELOFMENT IN 
THE AGE OF PUBLIC PROTEST ( DECISION-MAKING , OPPOSITION ) 


ORDER 1974 10-5 
GRABOSKY P N 
PROTEST AND THE QUIESCENT POLITY -=- PUBLIC ORDER IN 
SYDNEY » 1788-1973 


ORGANIZATION 1974 8-2 
MURRAY R VEOLITZ A 
POLITICAL ORGANIZATION IN DEPRIVED COMMUNITIES -= BLACK 
ELECTORAL GROUPS IN HOUSTON » DALLAS », AND NEW-ORLEANS 
1974 6-5 
KRANE DO 
LONGITUDINAL PATTERNS OF CENTRALIZATION AND DEVELOPMENT <= 
TESTING THEORIES OF GOVERNMENT ORGANT ZATION 
1974 12-1 
JANDA K 
AMERICAN ANDO EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION , CENTRALIZATION ,» COHERENCE » AND 


INVOLVEMENT 
ORGANIZATIONAL 1974 8-1 
PATEMAN C 
A CONTRIBUTION TO THE POLITICAL THEORY OF ORGANIZATIONAL 
DEMOCRACY 
1974 8-1 
SACHS S M 
PROBLEMS IN BUILDING SUCCESSFUL ORGANIZATIONAL DEMOCRACY 
1974 8-1 
BROWER M 


RELATIONSHIPS BETWEEN ORGANIZATIONAL DEMOCRACY , 
PRODUCTIVITY » AND THE QUALITY OF WORKING LIFE 

1974 9-6 
ROCHELEAU B A 
THE ORGANIZATIONAL CONTEXT OF EVALUATION RESEARCH 


1974 42-5 
EPSTEIN L D 
ORGANIZATIONAL POLICY-MAKING -- BRITISH LABOR REVISITED 
1974 8-3 
MCCORRY J J 


ENVIRONMENTAL PERMISSIVENESS -=- LIMITS ON ORGANIZATIONAL 
INNOVATION ( BUREAUCRACY ) 


ORGANIZATIONS 1974 16-2 
DAVIS 
NON-GOVERNMENTAL ORGANIZATIONS AND LIMITING THE COSTS OF 
WAR 
1974 16-3 


AUERBACH K D0 
MEASURING AND DETERMINING CRITERIA FOR THE ODISTRIBUTICN 
OF MULTILATERAL ASSISTANCE 
( INTERNATIONAL , ORGANIZATIONS ) 
1974 16-3 
COX R W JACOBSON H 
IGOS AND WORLD ECONOMIC POLICY IN THE PERSPECTIVE OF 


DEPENDENCY RELATIONSHIP 
INTERGOVERNMENTAL ORGANIZATIONS ) 


ORGANIZATIONS 1974 16-4 
FELO W J 
ANALYZING THE IMPACT OF NON-GOVERNMENTAL ORGANIZATIONS ON 
THE FORMULATION OF TRANSNATIONAL POLICIES 


ORGANIZER 1°74 17-1 
RADINE L B 
THE CAREER OF A GI ANTI-WAR ORGANIZER WITHIN THE UsSe ARMY 
( DOMINATION ) 


ORGANIZERS 1°74 12-2 
FAIRLTE Lt DO 
THE ROLE OF VOLUNTARY AND PROFESSIONAL POLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLIAMENTARY 
CANDIDATES ( PARTIES ) 


ORIENTATIONS 1974 10-2 
CONWAY M M AHERN 0 FELOBAUM E 
THE MASS-MEDIA AND CHILDRENS REGIME OCRTENTATIONS 
( ATTITUDES ) 
1974 13-1 
THURBER J A 
THE IMPACT OF PARTY RECRUITMENT ACTIVITY UPON LEGISLATIVE 
ROLE ORIENTATIONS A PATH=ANALYSTIS 
1974 14-2 
HOWARD J W JR 
ROLE PERCEPTIONS ANO BEHAVIOR IN THREE U.S. 
COURTS-OF-APPEALS ( ORTENTATIONS ) 


1974 13-2 
HADLEY 0D J 
ROLE ORIENTATIONS AND THE PREDICTION OCF ROLL=-CALL VOTES 
IN A STATE LEGISLATURE -= A SIMULATICN 
OTTOMAN 1974 17-3 
MCGOWAN 8B 
THE OTTOMAN CONSTITUTIONAL ADVENTURE == A SEARCH FOR THE 
GOLDEN-FLEECE 
OUTCOMES 1974 


JACOBSON GC 
THE IMPACT OF BROADCAST CAMPAIGNING CN ELECTORAL OUTCOMES 
1974 11-1 
FARLEY L T MARKS JS 
CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -= MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 


OUTPUT 1974 16-3 
MINGST K A 
A FRAMEWORK FOR ANALYZING THE PROCESS fND OUTPUT OF 
COMMODITY POLICY BETWEEN DEVELOPED DEVELOPING NATIONS 


OVERSEAS 1974 5-4 
MCBEATH G A 
STRATEGIES AND MOBILIZATION TACTICS OF ETHNIC ELITES -- 
OVERSEAS CHINESE 


OVERT 1974 12-3 
ASCHER WL 
SURVIVAL STRATEGIES OF PROSCRIBED PARTIES -= SOME RECENT 
LATIN-AMERICAN EXPERTENCES ( COVERT , OVERT ) 
PANEL-ANALYSTS 1974 12-2 
PATTERSON TE MCCLURE R DO METER K J 
ISSUE VOTING AND VOTER RATIONALITY -=- A PANEL=ANALYSIS 
PANEL=STUDY 1974 16-3 
JENNINGS ™ K MARKUS G B 
THE EFFECT OF MILITARY SERVICE ON POLITICAL ATTITUDES <= A 
PANEL-STUDY 
1974 10-4 
ENTMAN R M PROTHO J W SHARP E F 
THE MASS=MEDIA OISSONANT EVENTS » AND ALIENATION A 


PANEL=STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 


PARA=JUDICI AL 1974 14-6 
FLANDERS S GOLDMAN J 
SCREENING PRACTICES AND THE USE OF PARA=-JUDICIAL 
PERSONNEL IN A UeSe COURT=OF=APPEALS ( JUDICIAL ) 


PARADIGM 1974 B-4& 
OSTROM V 
LANGUAGE , THEORY AND EMPIRICAL RESEARCH -- ELEMENTS OF 
PARADIGM REFORMULATION IN PUBLIC ADMINISTRATION 
1974 3-6 


COLEMAN F M 
AN APPRAISAL OF THE TECHNOCRATIC PARADIGM 


PARLIAMENT 1974 13-6 
CHU C H 
MINORITY REPRESENTATION IN THE MALAYSIAN PARLIAMENT == THE 
PERFORMANCE OF MPS IN PARLIAMENTARY FCRUMS 
PARLIAMENTARY 1974 412-2 
FAIRLIE L 


THE ROLE OF VOLUNTARY AND PROFESSIONAL POLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLIAMENTARY 
CANDIDATES ( PARTIES ) 
1974 13-6 
CHU C H 
— MINORITY REPRESENTATION IN THE MALAYSTAN PARLIAMENT == THE 
PERFORMANCE OF MPS IN PARLIAMENTARY FORUMS 
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PARTICIPATION 1974 8-2 
KOTLER N G 
THE DECLINE OF POLITICAL COMMUNITY IN NEW-ENGLAND TOWNS -- 
THE IMPACT ON CITIZEN PARTICIPATION AND EDUCATION 


PARTICIPATION 1974 1-3 
MAZMANIAN D A 
CITIZENS AND THE ASSESSMENT OF TECHNOLOGY -- AN EXAMINATION 
OF THE PARTICIPATION THESIS ( EVALUATION ) 
1974 5-3 
COHEN P M 
MEN » WOMEN AND THE LATIN-AMERICAN POLITICAL SYSTEM -- 
PATHS TO POLITICAL PARTICIPATION IN URUGUAY 
1974 5-3 
FLORA C B 
WORKING CLASS WOMENS POLITICAL PARTICIPATION -- ITS 
POTENTIAL IN DEVELOPED COUNTRIES 
1974 4-2 
SHINGLES R 
EXPERIMENTING WITH QUASI EXPERIMENTATION -- EFFECTS OF 
PARTICIPATION IN VOLUNTARY ASSOCIATIONS CAAS ON 
POLITICAL ATTITUDES 
1974 8-1 
WHITEHORN A 
WORKERS SELF-MANAGEMENT == SOCIALIST MYTH OR 
PROGNOSTICATION -- AN ANALYSIS OF ALIENATION , 
PARTICIPATION AND POLYARCHY 
1974 10-2 
KOBAYASHI 8B Y 
POLITICAL ALIENATION AND PARTICIPATION -=- A PROBLEM OF 
CONCEPTUALIZATION AND THEORY AS APPLIED TO COLLEGE STUDENTS 
1974 7-3 
STIEHM J SCOTT R 
FEMALE AND MALE -=- VOLUNTARY AND CHOSEN PARTICIPATION -- 
SEX » SES » AND PARTICIPATION 
1974 7-3 
LEE MM 
TOWARDS UNDERSTANDING WHY FEW WOMEN HOLD PUBLIC OFFICE -- 
FACTORS AFFECTING THE PARTICIPATION OF WOMEN IN LOCAL 
POLITICS 


PARTICIPATORY 1974 4-3 
WATTS M W HEDLUND R 
POLITICAL SCIENCE INSTRUCTION AND PARTICIPATORY ATTITUDES 
-- SOME POSITIVE EVIOENCE ON NEGATIVE EFFECTS 


PARTIES 1974 12-3 
SANTI G 
MASS PERCEPTIONS OF ANTI-SYSTEM PARTIES -=- THE CASE OF 
ITALY ( CLEAVAGES , COALITIONS ) 
1974 12-3 
ASCHER WL 
SURVIVAL STRATEGIES OF PROSCRIBED PARTIES -= SOME RECENT 
LATIN-AMERICAN EXPERIENCES ( COVERT , OVERT ) 
1974 13-3 
PIERESON JE 
POLICY DIFFERENCES AND CONGRESSIONAL PARTIES -- A 
DISCRIMINANT ANALYSIS 
1974 
FAIRLIE Lt D 
THE ROLE OF VOLUNTARY AND PROFESSIONAL POLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLTAMENTARY 
CANDIDATES ( PARTIES ) 
1974 12-1 
JANDA K 
AMERICAN AND EUROPEAN POLITICAL PARTIES COMPARED ON 
ORGANIZATION CENTRALIZATION » COHERENCE AND 
INVOLVEMENT 
1974 7-1 
ROBINSON D A 
PRESIDENTS AND PARTY LEADERSHIP -- AN ANALYSIS OF RELATIONS 
BETWEEN PRESIDENTS » PRESIDENTIAL CANDIDATES , AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 
1974 12-5 
DOLIVE LL 
THE NON=-FUNCTION OF GERMAN POLITICAL PARTIES AT THE LOCAL 
LEVEL VOTING ) 


PARTISAN 1974 S-7 
CUNNINGHAM R JACEK H 
ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTI-PARTY CASE -=- AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 
{ BEHAVIOR , PARTY ) 
1974 11-5 
TRILLING R J 
PARTY IMAGE AND PARTISAN CHANGE » 1952 TO 1972 
PARTY=IDENTIFICATION ) 
1974 11-3 
BECK P A 
PARTISAN STABILITY AND CHANGE IN THE AMERICAN=SOUTH , 
1952-1972 ( PARTY-IDENTIFICATION ) 
1974 13-3 
CLAUSEN AR VAN-HORN C E 
POLICY TRENOS IN CONGRESS AND PARTISAN REALIGNMENT 
1974 13-3 
RITT LG 
PARTISAN REALIGNMENT -= THE VIEW FROM CONGRESS ¢ VOTING ) 
1974 11-6 
WOLFINGER RE ARSENEAU R B 
PARTISAN CHANGE IN THE SOUTH , 1952-72 
( PARTY=IDENTIFICATION ) 
1974 13-4 
NELSON G 
PARTISAN PATTERNS OF HOUSE LEADERSHIP CHANGE , 1791-1973 


PARTISANSHIP 1974 12-3 
LACORNE 0 C J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM -=- THE 


BELIEFS OF COMMUNIST MUNICIPAL ELITES (€ MAYORS , 
PARTISANSHIP ) 


PARTISANSHIP 1974 10-7 
FIELO Jv O 
POLITICIZATION AND SYSTEM SUPPORT IN INDIA == THE ROLE OF 
PARTISANSHIP 
PARTY 1974 5-4 
RAWKINS P M 
RICH WELSH OR POOR BRITISH -= A SOCIOLOGICAL ANALYSIS OF 


POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLAID=-CYMRU , PARTY ) 
1974 6-3 
SCARRITT JR 
THE OIFFUSION AND INVENTION OF LEGISLATIVE AND PARTY 
STRUCTURES IN ANGLOPHONE AFRICA 
1974 6-5 
MARTIN WC HOPKINS K 
POLITICAL MOBILIZATION IN A DEVELOPING COUNTRY -- 
CLEAVAGE CRYSTALLIZATION AND THE FORMATION OF THE 
POLITICAL PROCESSES IN FINLAND , 1900-1918 ( ELECTORAL , 


PARTY ) 
1974 12-6 
WATERMAN H 
PARTY SYSTEMS == ORIGINS , DEVELOPMENT AND CHANGE 
( FRANCE ) 
1974 


STEVENS A G JR 
THE DEMOCRATIC STUDY-GROUP AND THE HOUSE DEMOCRATIC 


PARTY == SIXTEEN YEARS OF CHANGE 

1974 5-7 
CUNNINGHAM R JACEK H 
ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTI-PARTY CASE -= AN INTERPRETATION 


AND SOME CANADIAN DATA IN AN URBAN SETTING 
( BEHAVIOR , PARTY ) 
1974 11-5 
TRILLING R J 
PARTY IMAGE AND PARTISAN CHANGE , 1952 TO 1972 
( PARTY-IDENTIFICATION ) 
1974 13-1 
THURBER J A 
THE IMPACT OF PARTY RECRUITMENT ACTIVITY UPON LEGISLATIVE 
ROLE ORIENTATIONS -- A PATH=ANALYSIS 
1974 11-2 
JACKSON JE 
ISSUES » PARTY CHOICES AND PRESTONENTIAL VOTES 
( ELECTORAL-PROCESS , PUBLIC , POLICY ) 


1974 13-1 
KIM CL GREEN J J OCONNOR P F 
ENGSTROM RL 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE == A 


PRELIMINARY=REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
( REPRESENTATION , PARTY ) 
1974 12-1 
DONALOSON RL 
THE RECRUITMENT ANO SOCTALIZATION OF LCCAL PARTY 
FUNCTIONARIES LOS=ANGELES MUNICH 
1974 11-4 
COVEYOU M 
IDEOLOGY AND THE QUALITY OF AKGLO-AMERTICAN PARTY IMAGERY 
( ATTITUDES ) 
1974 12-7 
ARONOFF M J 
FISSION ANDO FUSION -- THE POLITICS OF FACTIONALISM IN THE 
ISRAEL LABOR PARTY 


1974 12-7 
ZARISKI R 
PARTY FACTIONS ANDO COMPARATIVE=POLITICS -- SOME EMPIRICAL 
FINDINGS 
1974 12¢7 
FUKUI H 
FACTIONALISM IN A DOMINANT PARTY SYSTEM == THE CASE OF 
JAPAN 
1974 7-1 
ROBINSON D A 
PRESIDENTS AND PARTY LEADERSHIP == AN ANALYSIS OF RELATIONS 


BETWEEN PRESIDENTS » PRESIDENTIAL CANOTDATES AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 
1974 12-5 
BRAUNTHAL G 
THE POLICY FUNCTION OF THE GERMAN SOCIAL=DEMOCRATIC PARTY 


1974 12-5 
CYR A 
THE ROLE OF THE S8RITISH LIBERAL PARTY 
1974 10-1 
DENNIS J 
TRENDS IN PUBLIC SUPPORT FOR THE AMERICAN POLITICAL PARTY 
SYSTEM 
1974 12-4 
SOMJEE A H 
PARTY LINKAGES AND STRIFE=ACCOMMODATION IN CONTEMPORARY 
INOTA 
1974 17-4 
STEVENS E P 
MEXICOS PRI == THE INSTITUTIONALIZATION OF CORPORATISM 
( PARTY , ELITE ) 
1974 17-4 


KANET RE 
THE COMMUNIST PARTY OF THE SOVIET=UNTOR AND SOVIET 
POLITICS -- RECENT WESTERN INTERPRETATIONS 

1974 17-4 
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MENDEL 0 H JR 
THE KMT ON TAIWAN IN A TIME OF TRIALS ( KUOMINTANG , 
PARTY ) 


PARTY 1974 7-3 
KYLE P A 
SOCIALIZATION AND RECRUITMENT PATTERNS OF WOMEN IN PARTY 
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COMPUTER PROGRAMS AS A MEANS OF EFFICIENCY AND CONTROL 
IN CROSS-CULTURAL EXPERIMENTAL GAMES — 
1974 17-1 
MARGULTES S L 
BEHAVIOR MODIFICATION PROGRAMS IN AMERICAN PRISONS -- 
A CASE-STUDY IN PUBLIC POLICY AND HUMAN CONTROL TECHNOLOGY 


PROJECT-QUEST 1974 9-4 
OLEARY M K COPLIN WD 
A REPORT ON PROJECT-QUEST -- CASE STUOIES IN THE USE OF 
QUANTITATIVE TECHNIQUES OF ESTIMATION AND FORECASTING IN 
FOREIGN=POLICY ANALYSIS ( INTELLIGENCE ) 


PROPHECY 1974 19-1 
ALMOND GA 
PSYCHOLOGY », NUMBERS » ANO POLITICAL-SCIENCE -- 
MERRIAMS PROPHECY FULFILLEO AND UNFULFILLED 


PROSCRIBED 1974 12-3 
ASCHER WL 
SURVIVAL STRATEGIES OF PROSCRIBED PARTIES -- SOME RECENT 
LATIN-AMERICAN EXPERIENCES ( COVERT 4, OVERT ) 


PROTEST 1974 1-3 
MILCH J E 
FEASIBLE AND PRUDENT ALTERNATIVES -- AIRPORT DEVELOPMENT IN 
THE AGE OF PUBLIC PROTEST ( DECISION-MAKING 4 OPPOSITION ?) 
1974 6-4 
SCHNEIDER P R 
PUBLIC PROTEST AND CONSPIRATORIAL VIOLENCE -- TOWARDS A 
MODEL OF ANTICIPATED RESPONSE ( INSTITUTIONS ) 
1974 10-5 
SCHUMAKER P 
PROTEST ACTIONS AND POLICY RESPONSIVENESS == SOME 
ALTERNATIVE MODELS 


PROTEST 1°74 10-5 
GRABOSKY P N 
PROTEST AND THE QUIESCENT POLITY -- PUBLIC ORDER IN 
SYONEY , 1788-1973 
PSYCHOLINGUISTIC 1974 4-2 
FRANK RS 


PSYCHOLINGUISTIC AND PHYSIOLOGICAL COMFARISONS OF GERMAN 
ANO AMERICAN ELITES IN INTERVIEW SITUATIONS 


PSYCHOLOGY 1974 3-5 
PANGLE T L 
THE POLITICAL PSYCHOLOGY OF RELIGION IN PLATOS LAWS 
1974 19-1 
ALMOND G A 


PSYCHOLOGY , NUMBERS , AND POLITICAL-SCIENCE -- 
MERRIAMS PROPHECY FULFILLED AND UNFULFILLEDO 


PSYCHOPHYSICAL 1974 2-1 
LODGE M cross 9 TURSKY B 
TANENHAUS J 

THE PSYCHOPHYSICAL SCALING AND VALINATION OF A POLITICAL 
SUPPORT SCALE 


PUBLIC 1974 18-1 
CRAIG P A 
DETERMINANTS AND EFFECTS OF SCHOOL=-SITE MANAGEMENT REFORM 
IN CALIFORNIA PUBLIC SCHOOLS 


1974 1-3 

MILCH J E 

FEASIBLE AND PRUDENT ALTERNATIVES -- AIRPORT DEVELOPMENT IN 

THE AGE OF PUBLIC PROTEST ( DECISION-MAKING 4, OPPOSITION ) 
1974 6-4 

SCHNEIDER P R 

PUBLIC PROTEST AND CONSPIRATORIAL VICLENCE -- TowARDS A 

MODEL OF ANTICIPATED RESPONSE ( INSTITUTIONS ) 
1974 


OSTROM V 
LANGUAGE , THEORY AND EMPIRICAL RESEARCH == ELEMENTS OF 
PARADIGM REFORMULATION IN PUBLIC ADMINISTRATION 
1974 6-6 
KIRKPATRICK S A 
AGE AND IDEOLOGY -= A GOHORT ANALYSIS OF ATTITUDE 
CONSTRAINT IN THE AMERICAN PUBLIC 
1974 11-2 
JACKSON JE 
ISSUES » PARTY CHOICFS AND PRESIDENTIAL VOTES 
( ELECTORAL=-PROCESS PUBLIC POLICY ) 
1974 17-1 
MARGULIES SL 
BEHAVIOR MODIFICATION PROGRAMS IN AMERICAN PRISONS -- 
A CASE-STUDY IN PUBLTC POLICY AND HUMAN CONTROL TECHNOLOGY 


1974 9-6 
BROWNSTEIN C N 
THE EXPERIMENTAL EVALUATION OF PUBLIC POLICY <= AN 
OVERVIEW 
1974 9-6 
CAPUTO 9D A 


CITIZEN EVALUATION AND URSAN PUBLIC POLICY ANALYSIS -=- 
THE MISSING=LINK ( ATTITUDES ) 
i974% 8-5 
PERRY JL LEVINE C H 
AN INTERORGANIZATIONAL ANALYSIS OF PCWER , CONFLICT , 
ANO SETTLEMENTS IN PUBLTC SECTOR COLLECTIVE BARGAINING 


1974 10-1 
DENNIS J 
TRENOS IN PUBLIC SUPPORT FOR THE AMERICAN POLITICAL PARTY 
SYSTEM 
1974 13-6 
CAMPBELL C 
APPOINTEES TO PUSLIC OFFICE -- A CAUSAL-ANALYSIS OF 


INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 
1974 
LEE MM 
TOWARDS UNDERSTANDING WHY FEW WOMEN HOLC PUBLIC OFFICE <= 
FACTORS AFFECTING THE PARTICIPATION OF WOMEN IN LOCAL 
POLITICS 
1974 10-5 
GRABOSKY P N 
PROTEST AND THE QUIESCENT POLITY -- PUBLIC ORDER IN 
SYONEY » 1788-1973 


1974 725 
OLSON L K 
POWER , PUBLIC POLICY AND THE ENVIRONMENT <= THE DEFEAT 
OF THE 1976 WINTER=-OLYMPICS IN COLORADO 

1974 20-2 
SMITH A K 


PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN-AMERICA -- 
A COMPARATIVE ANALYSIS OF MILITARY AND CIVILIAN REGIMES 


PUBLIC-GOON 1974 
IRELAND TR MITCHELL WE 
EFFECTS OF CIRCULT-BREAKER LEGISLATION CN LOCAL PUBLIC-GOOD 
SELECTION ( HOUSING , VOTING ) 
1974 2-5 
FROHLICH N OPPENHEIMER J 
WAGNER H 8 
INDIVIDUAL CONTRIBUTIONS TO COLLECTIVE GOODS -- 
ALTERNATIVE MODELS ( PUBLIC-GOOD ) 


HUNT T 


1974 3-7 
BRAYBROOKE 0 
THE SOCTAL=CONTRACT RETURNS » THIS TIME AS AN ELUSIVE 
PUBLIC-GOO0D 
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QUALITY 1974 8-1 
BROWER M 
RELATIONSHIPS BETWEEN ORGANIZATIONAL DEMOCRACY , 
PROOUCTIVITY AND THE QUALITY OF WORKING LIFE 


QUALITY 1974 9-6 
COLLINS JN SAUNDERS J DOWNES BT 
THE IMPACT OF HOUSING CODE ENFORCEMENT PRACTICES ON THE 
MAINTENANCE OF HOUSING QUALITY -=- A RESEARCH-DESIGN 
1974 14-2 
GRUNBAUM W F 
JUDICIAL ATTITUDES TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 
1974 11-4 
COVEYOU M 
IDEOLOGY AND THE QUALITY OF ANGLO-AMERICAN PARTY IMAGERY 
( ATTITUDES ) 


QUASI 1974 4-2 
SHINGLES R D 
EXPERIMENTING WITH QUASI EXPERIMENTATION -- EFFECTS OF 
PARTICIPATION IN VOLUNTARY ASSOCIATIONS CAAS ON 
POLITICAL ATTITUDES 


QUASI-EXPERIMENT 1974 14-5 
CANON B C 
TAKING ADVANTAGE OF A QUASI-EXPERIMENT SITUATION -- THE 
IMPACT OF MAPP=V-OHTO ( COURT POLICE LIBERTY , 
EXPERIMENT ) 


R-D 1974 1-2 
NAU HR 
R-D ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS , CAPABILITIES AND RESPONSES 
( COMMON=-MARKET RESEARCH , DEVELOPMENT ) 


RACE 1974 6-3 
MIDLARSKY M I 
THE URBAN RIOTS -- DIFFUSION OR RACE WAR’ ( VIOLENCE ) 
1974 10-€ 
FOWLKES DL 
RACE AND POLITICAL SOCIALIZATION -=- IMPLICATIONS FOR 
POLITICAL LEGITIMACY 


RACES 1974 16-1 
ZINNES DA GILLESPIE J Vv SCHRODT P A 
AN ANALYSIS OF A MULTISTAGE GAME MODEL OF ARMS RACES 

RACISM 1974 5-1 
GREER E 


UNITED-STATES-STEEL LABOR POLICIES IN GARY-INDIANA -- 
THE STRUCTURAL BASIS OF RACISM IN AN INDUSTRIAL CITY , 


1906-1974 
RAT IONAL-CHOICE 1974 2-2 
LEVINE MD HYDE MS 
INCUMEENCY AND THE THEORY OF POLITICAL AMBITION -- A 
RATIONAL-CHOICE MODEL ( CANDIDACY , RECRUITMENT ) 
RATIONALITY 1974 2-3 
LUTZ 0 S WILLIAMS J R 


THE APPLICABILITY OF THE MINIMUM COALITION THEORY TO 
LEGISLATURES -=- A REVIEW OF THE EVIDENCE AND A PROPOSAL 
CONCERNING RATIONALITY 


1974 4-3 
BOUGHAN K 
THE FORGETFUL VOTER == AN EXPERIMENT IN ELECTORAL 
RATIONALITY AND ISSUE RECALL ( COGNITION ) 

1974 11-2 
REPASS DE 


LEVELS OF RATIONALITY AMONG THE AMERICAN ELECTORATE 
( POLITICAL-AWARENESS ) 


1974 
FROLICH N OPPENHEIMER J A SMITH J 
YOUNG OR 
A TEST OF DOWNSIAN VOTER RATIONALITY -- 1964 PRESIDENTIAL 
VOTING 
1974 11-2 
PATTERSON T E MCCLURE R OD METER K J 


ISSUE VOTING ANO VOTER RATIONALITY -- A PANEL-ANALYSIS 


REACTION 1974 
MATASAR A B 
ETHNIC AND RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM -- A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


REACTIONS 1974 14-5 
FALIK M 
THE IMPACT OF THE SUPREME-COURT DECISION ON ABORTION -- 
POLITICAL AND LEGISLATIVE RESISTANCE V. COURT REACTIONS 
1974 
LUPFER M KENNY C 
CHILDRENS REACTIONS TO THE PRESIDENT -- PRE-AND-POST 
WATERGATE FINDINGS 
1974 10-4 
CLARK J M 
MORAL PREREQUISITES OF POLITICAL SUPPORT -- BUSINESS 
REACTIONS TO THE WATERGATE SCANDAL 


REALIGNMENT 1974 13-3 
CLAUSEN AR VAN-HORN 
POLICY TRENDS IN CONGRESS AND PARTISAN REALIGNMENT 
1974 13-3 
RITT LG 
PARTISAN REALIGNMENT -=- THE VIEW FROM CONGRESS ( VOTING ) 
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RECALL 1974 4-3 
SOUGHAN K 
THE FORGETFUL VOTER -- AN EXPERIMENT IN ELECTORAL 
RATIONALITY AND ISSUE RECALL ( COGNITION ) 


REC RUTTMENT 1974 2-2 
LEVINE D HYDE MS 
INCUMBENCY AND THE THEORY OF POLITICAL AMBITION -- A 
RATIONAL-CHOICE MODEL ( CANDIDACY 4, RECRUITMENT ) 
1974 13-1 


THURBER J A 
THE IMPACT OF PARTY RECRUITMENT ACTIVITY UPON LEGISLATIVE 
ROLE ORIENTATIONS A PATH=ANALYSIS 


1974 13-1 
KIM CL GREEN J J OCONNOR P F 
ENGSTROM RL 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE -- A 


PRELIMINARY=REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 
( REPRESENTATION , PARTY ) 


1974 13-1 
PARKER J D0 
PATHWAYS TO THE STATE HOUSE AND SENATE -- DIVERSITY OR 
SIMILARITY ( RECRUITMENT ) 
1974 12-1 


DONALOSON RL 
THE RECRUITMENT AND SOCIALIZATION OF LCCAL PARTY 
FUNCTIONARTES LOS-ANGELES AND MUNICH 
1974 7-3 
KYLE P A 
SOCIALIZATION AND RECRUITMENT PATTERNS OF WOMEN IN PARTY 
ELITE ITN NORTH=CAROLTNA 
1974 7-6 
DEKMEJIAN R H 
ELITE RECRUITMENT MARKOV=CHAINS » AND PATH=ANALYSIS -- 
ISRAEL » EGYPT , AND LEBANON 


1974 5-1 
WALLIHAN J 
WORKPLACE LEADERSHIP AND POLITICS -- SITUATIONAL 
DETERMINANTS OF RECRUITMENT IN A CHICAGO PRINTING TRADES 
UNION 
REFORM 1974 18-1 
CRAIG P A 


DETERMINANTS AND EFFECTS OF SCHOOL=SITE MANAGEMENT REFORM 
IN CALIFORNIA PUBLIC SCHOOLS 


1974 13-2 
HEDLUND R 1D HAMM K 
THE EFFECTS OF INSTITUTIONAL CHANGE CK LEGISLATOR 
ATTITUDES -=- PROCEDURAL REFORM AND MEMBER PERCEPTIONS 
( ELITES ) 
1974 20-2 
PALMER D S 
AUTHORTTARIAN REGIMES AND REFORM -= MILITARY GOVERNMENT IN 
PERU 
REGIME 1974 10-2 
CONWAY M M AHERN 1D FELOBAUM E 


THE MASS=MEDIA AND CHILDRENS REGIME ORIENTATIONS 
( ATTITUDES ) 
1974 10-7 


DAVIS CL COLEMAN K M 
THE REGIME LEGITIMATING FUNCTION OF EXTERNAL POLITICAL 
EFFICACY IN AN AUTHORITARIAN REGIME -- THE CASE OF MEXICO 
REGIMES 1974 6-5 


MCKINLAY R D COHAN AS 
MILITARY COUPS , MILITARY REGIMES » AND SOCIAL CHANGE 
1974 17-2 
ARNOLD S H 
AUTHORITARIAN REGIMES AND ECONOMIC MODERNIZATION -- 
THE POLITICS OF THE BRAZILIAN MIRACLE ( DECISION-MAKING ) 


1974 7-6 
RUDOLPH S H RUDOLPH L I 
BUREAUCRATIC LINEAGES IN PRINCFELY INDIA THE PATRIMONTAL 
POLITICS OF AUTHORITARIAN REGIMES ( ELITE ) 
1974 20-2 


SMITH A K 
PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN-AMERICA -- 
A COMPARATIVE ANALYSIS OF MILITARY AND CIVILIAN REGIMES 


1974 20-2 
PALMER 0S 
AUTHORITARIAN REGIMES AND REFORM <= MILITARY GOVERNMENT IN 
PERU 
REGIONAL 1974 7-4 
STEWART P DO TOWN K 


THE CAREER ATTITUDE LINKAGE AMONG SOVIET REGIONAL ELITES -- 
AN EXPLORATION OF ITS NATURE AND MAGNITUDE 


1974 15-6 

SPIEGEL SL 
IN SEARCH OF THE SUBORDINATE SYSTEM (€ INTERNATIONAL , 

REGIONAL ) 
1974 15-5 

PUCHALA J 


DOMESTIC POLITICS AND REGIONAL HARMONIZATION IN THE 
EUROPEAN COMMUNITIES 


RELATIONS 1974 
VAN METER OS VAN HORN C E 
THE POLICY IMPLEMENTATION PROCESS -- INTERGOVERNMENTAL 
RELATIONS AND SOCIAL POLICIES 
1974 9-1 
BOLLINGER WS VEZNER K O 
INTERGOVERNMENTAL RELATIONS AND CRIMINAL JUSTICE ( OHIO ) 
1974 5-2 
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KURODA A K 
ETHNICITY AND INTERNATIONAL RELATIONS -~- JAPANESE 
INVESTMENTS IN HAWATT 


RELATIONS 1974 5-2 

NOBLE L G 

ETHNICITY ANO PHILIPPINE MALAYSIAN RELATIONS 
197% 5-2 

FREY C W 

ETHNICITY IN THE YUGOSLAV THEORY OF INTERNATIONAL RELATIONS 
1974 15-1 

KOHL WL 


THE NIXON KISSINGER FOREIGN-POLICY SYSTEM AND U.S. 
EUROPEAN RELATIONS -- PATTERNS OF POLICY-MAKING 
( BUREAUCRATIC ) 
1974 9-2 
LIEBER H 
FEDERALISM AND CLEAN WATERS -- A STUDY OF INTERGOVERNMENT AL 
RELATIONS AND THE 1972 WATER POLLUTION CONTROL ACT 
( POLICY ) 
1974 7-1 
ROBINSON D A 
PRESIDENTS AND PARTY LEADERSHIP -- AN ANALYSIS OF RELATIONS 
BETWEEN PRESIDENTS » PRESIDENTIAL CANDIDATES » AND THEIR 
PARTIES NATIONAL COMMITTEE HEADQUARTERS SINCE 1952 


RELATIONSHIP 1974 16-3 
COX R W JACOBSON H 
IGOS AND WORLD ECONOMIC POLICY IN THE PERSPECTIVE OF 
DEPENDENCY RELATIONSHIP 
( INTERGOVERNMENTAL 4» ORGANIZATIONS ) 
1974 15-5 
PFALTZGRAFF R L UR 
THE MIDDOLE-EAST CRISIS -=- IMPLICATIONS FOR THE EUROPEAN 
AMERICAN RELATIONSHIP 


RELATIONSHIPS 1974 18-1 
BARNER=BARRY C 
AUTHORITY RELATIONSHIPS IN A PRESCHOOL PEER GROUP 
1974 8-1 
BROWER M 
RELATIONSHIPS BETWEEN ORGANIZATIONAL DEMOCRACY , 
PROOUCTIVITY » ANDO THE QUALITY OF WORKING LIFE 
1974 7-1 
LIEBERMAN C 
THE EVOLUTION OF PRESIDENTIAL RELATIONSHIPS WITH STATE 
AND LOCAL GOVERNMENT REVENUE-SHARING AND GRANTS-IN-AID 


RELIGION 1974 3-5 
PANGLE TL 
THE POLITICAL PSYCHOLOGY OF RELIGION IN PLATOS LAWS 

1974 3-8 

SIBLEY M Q 
RELIGION AND BELIEF-SYSTEMS IN UTOPIAN AND DYSTOPIALK 
THOUGHT 

RELIGIOUS 1974 5-1 
MATASAR A B 


ETHNIC AND RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM =-- A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


REORGANIZATION-ACT 1974 13-5 
BECKMAN N 
USE OF A STAFF AGENCY BY THE CONGRESS -- EXPERIENCES OF THE 


CONGRESSIONAL RESEARCH SERVICE UNDER THE LEGISLATIVE 
REORGANIZATION-ACT OF -1970 


REPRESENTATION 1974 5-5 
DRESANG OL 
ETHNIC REPRESENTATION AND DEVELOPMENT ADMINISTRATION -- 
A COMPARATIVE STUDY OF KENYA AND ZAMBIA ( BUREAUCRACY ) 

1974 13-1 

KIM CL OCONNOR P F 

ENGSTROM RL 

LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE -- A 

PRELIMINARY=-REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 

( REPRESENTATION , PARTY ) 


GREEN J J 


1974 13-3 
ROBECK B W 
THE CONGRESSIONAL BLACK CAUCUS AND BLACK REPRESENTATION 
1974 7-5 


POWELL G B JR 
CITIZEN ELITE LINKAGES IN AUSTRALIAN COMMUNITIES -- 
DEGREE ,» STRUCTURE , AND PROCESS OF OPINION REPRESENTATION 
ATTITUDE ) 
1974 
KIRKPATRICK J J 
REPRESENTATION IN NATIONAL POLITICAL CONVENTIONS -=- THE 


CASE-0F -1972 
1974 13-6 
CHU C H 
MINORITY REPRESENTATION IN THE MALAYSTAN PARLIAMENT <= THE 
PERFORMANCE OF MPS IN PARLIAMENTARY FORUMS 
REPRESENTATIONAL 1974 2-4 
DAMGAARD E RUSK JG 


CLEAVAGES STRUCTURES AND REPRESENTATIONAL LINKAGES -- 
A LONGITUDINAL ANALYSIS OF OANISH LEGISLATIVE BEHAVIOR 


REPRESENTATIVES 1974 13-6 
KURODA Y 
SUCCESSFUL POLITICIANS IN THE JAPANESE HOUSE OF 
REPRESENTATIVES , 1890-1972 
1974 13-2 
HAUGE V 


CITY-COUNCILORS AS REPRESENTATIVES -- BURKEANS VERSUS 


DELEGATES 
REPRESSION 1974 6-4 
HAYES RE 
DOES VIOLENCE PRECEDE REPRESSION OR DOES REPRESSION 
PRECEDE VIOLENCE -- 4 STUDY OVER TIME 
REPUBLICAN 1974 7-4 
ROEACK T 
POLITICAL ATTITUDES AMONG REPUBLICAN LEADERS -- THE CASE OF 
DELEGATES TO THE 1972 NATIONAL CONVENTION ( ISSUES ) 
RESEARCH 1974 1-2 
NAU HR 


R-0 IN WESTERN EUROPE -- 
PERCEPTIONS » CAPABILITIES AND RESPONSES 
( COMMON-MARKET , RESEARCH », DEVELOPMENT ) 


1974 18-1 
THORSON S THORSON €E 
THE USE OF EXPERIMENTATION IN SOCIALIZATION RESEARCH 
1974 8-4 
OSTROM V 
LANGUAGE , THEORY AND EMPIRICAL RESEARCH -- ELEMENTS OF 
PARADIGM REFORMULATION IN PUBLIC ADMINISTRATION 
1974 1-6 
ORLANS H 
NEUTRALITY AND ADVOCACY IN POLICY RESEARCH 
1974 13-5 
BECKMAN N 


USE OF A STAFF AGENCY BY THE CONGRESS -=- EXPERIENCES OF THE 
CONGRESSIONAL RESEARCH SERVICE UNDER THE LEGISLATIVE 
REORGANIZATION-ACT OF -1970 
1°74 9-6 
ROCHELEAU 8B A 
THE ORGANIZATIONAL CONTEXT OF EVALUATION RESEARCH 
1974 18-4 
STEVENS A J 
THE CALIFORNIA EXPERTENCE WITH MULTI-INSTITUTIONAL 
ARRANGEMENTS FOR TEACHING AND RESEARCH IN POLITICAL=SCIENCE 
1974 14-4 
NAGEL S$ NEEF M 
SOME NEW NIRECTIONS IN APPLYING ECONOMIC MODELING TO 
JUDICIAL RESEARCH 


1974 1€-5 
HUGHES 8 B 
ENERGY RESEARCH IN THE CONTEXT OF A WORLD-MODEL 
RESTSTANCE 1974 14-5 
FALIK 


THE IMPACT OF THE SUPREME=COURT DECISION ON ABORTION -- 
POLITICAL AND LEGISLATIVE RESISTANCE Ve. COURT REACTIONS 


RESOLUTION 1974 13-1 
ACHEN C H STOLAREK JS 
THE RESOLUTION OF CONGPESSIONAL COMMITTEE ASSIGNMENT 
CONTESTS -= FACTORS INFLUENCING THE QEMOCRATIC 
COMMITTEE ON COMMITTEES 
1974 15-4 
TARR C W JR 
- THE WAR POWERS RESOLUTION AND THE PROBLEM OF INFORMATION 
( CONGRESS » EXECUTIVE ) 


RESOURCE-ALLOCATION 1974 6-7 
GILBERG T 
THE NATIONAL CAPITAL AND CITY SYSTEM POLITICS -- 
A CONCEPTUAL OVERVIEW ( RESOURCE=ALLCCATION ) 


RESOURCES 1974 2-6 
KRAUSS WR 
POLITICAL RESOURCES AND LIABILITIES == SOME THEORETICAL 
AND EMPIRICAL CONSIOFRATIONS 
RESPONSE 1974 6-4 
SCHNEIDER P R 
PUBLIC PROTEST AND CONSPIRATORIAL VICLENCE == TOWARDS A 
MODEL OF ANTICIPATED RESPONSE ( INSTITUTIONS ) 
1974 13-3 
WRIGHT H 


URBAN ISSUES » HOUSE VOTES , PATTERNS IN POLICY RESPONSE -= 
A LONGITUDINAL BCTRY DIMENSTON AND CLUSTER=ANALYSIS 


RESPONSES 1974 i-2 
NAU HR 
R-D0 ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS » CAPABILITIES AND RESPONSES 
( COMMON=MARKET RESEARCH DEVELOPMENT ) 
1974 1-3 
FRANKEL M S 
POLITICAL RESPONSES TO CONTROVERSIAL ISSUES IN THE 
DEVELOPMENT OF BIOMEDICAL TECHNOLOGIES 
( SICKLE-CELL-ANEMTIA ) 


RESPONSIVENESS 1974 10-5 
SCHUMAKER P 
PROTEST ACTIONS AND POLICY RESPONSIVENESS -=- SOME 


ALTERNATIVE MODELS 4 


REVENUE 1974 9-3 
LIEBSCHUTZ S F 
GENERAL REVENUE SHARING AND POLITICAL ENTREPRENEURSHIP 
AT THE LOCAL LEVEL 


REVENUE=SHARING 1974 9-3 
NATHAN R P 
MONITORING REVENUE=SHARING ( POLICY ) 
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RE VENUE -SHARING 1974 9-1 
BROWNING R MARSHALL DR 
IMPLEMENTATION OF MODEL CITIES AND REVENUE-SHARING = 


IN 10 BAY~AREA CITIES -- DESIGN AND FIRST FINDINGS ( CITY ) 


1974 7-1 
LIEBERMAN C 
THE EVOLUTION OF PRESIDENTIAL RELATIONSHIPS WITH STATE 
AND LOCAL GOVERNMENT -- REVENUE=-SHARING AND GRANTS-IN-AID 


REVISIONIST 1974 8-5 
RUDOLPH L I RUDOLPH S H 
AUTHORITY AND POWER IN S8UREAUCRATIC AND PATRIMONTAL 
ADMINISTRATION -- A REVISTONIST INTERPRETATION OF WEBER 
ON BUREAUCRACY 


REVOLT 1974 10-€ 
LONG 
SOCIALIZATION TO REVOLT == POLITICAL ALIENATION AND 
POLITICAL VIOLENCE CONDONATION AMONG WHITE AND BLACK 
YOUTH SOCIAL-DEPRIVATION ) 


REVOLUTIONARY 1974 6-5 
KAUTSKY J H 
THE POLITICS OF REVOLUTIONARY CHANGE -- MEXICO AND THE 
SOVIET-UNION 
1974 10-7 
APPLEWHITE H B 
POLITICAL LEGITIMACY IN REVOLUTIONARY FRANCE , 1788-1791 
( POLITICAL-CULTURE ) 
1974 17-4 
STRAUSS H J 
THE REVOLUTIONARY-MAKING PROCESS » REVOLUTIONARY TYPES , 
AND THE ONE-PARTY STATE 


REVOLUTIONARY=-MAKING 1974 17-4 
STRAUSS H J 
THE REVOLUTIONARY=-MAKING PROCESS REVOLUTIONARY TYPES , 
AND THE ONE=-PARTY STATE 


RICH 1974 5-4 
RAWKINS P M 
RICH WELSH OR POOR BRITISH -= A SOCIOLOGICAL ANALYSIS OF 
POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLAIO=CYMRU , PARTY ) 


RICHARDSON 1974 2-6 
BAUGH WH 
COUPLING BETWEEN MAJOR POWERS AND THEIR WEAK ALLIES -- 
RICHARDSON MODELLING APPROACH ( STABILITY ) 


RIKER 1974 2-3 
BERND JL MAYER L S HOYER R 
SOME PROBLEMS OF THE THEORY OF POLITICAL COALITIONS AS 
APPLIED TO THE JUDICIARY ( RIKER ) 


RIOTS 1974 6-3 
MIDLARSKY M I 
THE URBAN RIOTS -- DIFFUSION OR RACE WAR ( VIOLENCE ) 


RISK=TAKING 1974 
MCWHIRTER IIT O A 
TESTING FOR GROUPTHINK -=- THE EFFECT OF ANTICIPATED GROUP 
MEMBERSHIP ON INOIVIOUAL DECISION-MAKING ( RISK=TAKING ) 


ROLE 1974 13-6 
MOHAPATRA M K 
COLLEGE YOUTH AND THE LEGISLATORS ROLE IN A MODERNIZING 
LEGISLATURE -- PRELIMINARY=REPORT OF AN EMPIRICAL STUDY 
( INDIA ) 
1974 14-2 
DUCAT C R FLANGO VE 
AFFECTIVE AND EFFECTIVE LEADERSHIP ON STATE SUPREME=-COURTS 
“- THE ROLE OF THE CHIEF=JUSTICE ( VOTING » DISSENT , 
courTS ) 
1974 13-1 
THURBER J A 
THE IMPACT OF PARTY RECRUITMENT ACTIVITY UPON LEGISLATIVE 
ROLE ORIENTATIONS A PATH-ANALYSIS 
1974 12-2 
FAIRLIE L 
THE ROLE OF VOLUNTARY AND PROFESSIONAL POLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLIAMENTARY 
CANDIDATES ( PARTIES ) 
1974 14-2 
HOWARD JW JR 
ROLE PERCEPTIONS AND BEHAVIOR IN THREE U.S. 
COURTS-OF-APPEALS ( ORIENTATIONS ) 
1974 13-2 
HADLEY D J 
ROLE ORIENTATIONS AND THE PREDICTION OF ROLL-CALL VOTES 
IN A STATE LEGISLATURE -- A SIMULATION 
1974 13-2 
MATHENY R W 
ROLE CONFLICT -- A QUANTITATIVE ANALYSIS OF THE URBAN 
LEGISLATOR ( DECISION-MAKING ) 


1974 13-2 
SEITZ S T SHAW LE 
ROLE DYNAMICS AND LEGISLATORS BEHAVIOR -- MINNESOTA 
1974 5-6 
KLIEN G 


THE ROLE OF ETHNICITY IN THE CZECHOSLAVAK CRISIS OF -1968 
AND IN THE YUGOSLAV CRISIS OF -1971 
1974 125 
CYR A 
THE ROLE OF THE BRITISH LIBERAL PARTY 


ROLE 1974 13-5 
HAMMOND S W 
THE CHANGING ROLE OF THE PERSONAL PROFESSIONAL STAFF IN 
CONGRESSIONAL DECISION-MAKING 


1974 10-7 
FIELD J O 
POLITICIZATION ANO SYSTEM SUPPORT IN INDIA == THE ROLE OF 
PARTISANSHIP 
1974 13-6 
CAMPBELL C 
APPOINTEES TO PUBLIC OFFICE -- A CAUSAL-ANALYSIS OF 


INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 


ROLES 1974 5-3 
SHILLING N A 
THE SOCIAL AND POLITICAL ROLES OF ARAB WOMEN == A STUDY IN 
CONFLICT 
1974 13-2 


LATCHAM JS HAMILTON #H D 
PURPOSIVE ROLES OF CITY-COUNCILMEN ( LEGISLATIVE ) 


ROLL-CALL 1974 13-2 
HADLEY 9 J 
ROLE ORIENTATIONS AND THE PREOICTION OF ROLL=-CALL VOTES 
IN A STATE LEGISLATURE -- A SIMULATION 
RULE 1974 20-2 
SMITH A K 


PUBLIC POLICY IMPACTS OF MILITARY RULE IN LATIN=AMERICA -- 
A COMPARATIVE ANALYSIS OF MILITARY AND CIVILIAN REGIMES 


RURAL 1974 12-4 
SCHMIDT S W 
THE TRANSFORMATION OF CLIENTELISM IN RLRAL COLOMBIA 


SANCTIONS 1974 14-1 
JACOB H EISENSTEIN J 
SENTENCES AND OTHER SANCTIONS IMPOSEO ON FELONY DEFENDANTS 
IN BALTIMORE » CHICAGO , AND DETROTT ¢€ CRIMINAL ) 


SATISFACTION 1974 4-2 
THOMAS C 
PREFERENCE REALIZATION AND LEVELS OF SATISFACTION IN THE 
EXPERIMENTAL HOUSING ALLOWANCE PROGRAM ( ATTITUDES ) 


SCALE 1974 
LOOGE M cross D0 TURSKY B 
TANENHAUS J 

THE PSYCHOPHYSICAL SCALING AND VALIDATION OF A POLITICAL 
SUPPORT SCALE 


SCALING 1974 2-1 
WEISBERG H F 
DIMENSITONLAND -= AN FXCURSION INTO SPACES ( SCALING ) 
1974 2-1 
LODGE M CRoss 9 TURSKY 8B 


TANENHAUS J 
THE PSYCHOPHYSICAL SCALING AND VALTOATION OF A POLITICAL 
SUPPORT SCALE 


SCANDAL 1974 10-4 
CLARK J M 
MORAL PREREQUISITES OF POLITICAL SUPPORT -= BUSINESS 
REACTIONS TO THE WATERGATE SCANDAL 
SCANDALS 1974 10-4 
ENTMAN 2 M PROTHO J W SHARP E F 
THE MASS=MEDIA OISSONANT EVENTS » AND ALIENATION A 


PANEL-STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 


SCHOOL 1974 9-5 

WIRT F M 

ETHNIC MINORITIES AND SCHOOL POLICY IN EURCPEAN 

DEMOCRACIES -- THEORY AND CASE STUDIES ( COMPARATIVE ) 
1974 10-6 

BARGER H M 

IMAGES OF THE PRESIDENT AND POLICEMAN AMONG BLACK , 

MEXICAN-AMERICAN AND ANGLO SCHOOL CHILDREN -- 

CONSIDERATIONS ON WATERGATE 
1974 14-5 

BULLOCK C S III RONGERS H R JR 

COERCION TO COMPLIANCE -- SOUTHERN SCHOOL DISTRICTS AND 

SCHOOL DESEGREGATION GUIDELINES ( ATTITUDES » DECISTONS ) 


SCHOOL=SITE 1974 18-1 
CRAIG P A 
DETERMINANTS AND EFFECTS OF SCHOOL=-SITE MANAGEMENT REFORM 
IN CALIFORNIA PUBLIC SCHOOLS 


SCHOOLS 1974 18-1 
CRAIG P A 
DETERMINANTS AND EFFECTS OF SCHOOL=SITE MANAGEMENT REFORM 
IN CALIFORNIA PUBLIC SCHOOLS 


SCHWARZENBACH 1974 Si 
MATASAR A 8 
ETHNIC ANO RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM == A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


SCIENCE-FICTION 1974 3-8 
NICKEL S H 
POLITICAL THEORY IN SCIENCE-FICTION 
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SCIENCE-FICTION 1974 3-8 
SARGENT L T 
IMAGES OF THE FUTURE IN SCIENCE-FICTION 
SCIENTIST 1974 19-1 
KARL BD 
Ce. Eo Me -- POLICY SCIENTIST OR SCIENCE POLITICIAN 
{ MERRIAM ) 
SCREENING 1974 14-6 
FLANDERS S GOLOMAN J 


SCREENING PRACTICES AND THE USE OF PARA-JUDICTAL 
PERSONNEL IN A UeSe COURT-OF=APPEALS ( JUDICIAL ) 


SEARCH 1974 17-3 
MCGOWAN B 
THE OTTOMAN CONSTITUTIONAL ADVENTURE -= A SEARCH FOR THE 
GOLDEN-FLEECE 


1974 15-6 
SPIEGEL S L 
IN SEARCH OF THE SUBORDINATE SYSTEM ( INTERNATIONAL , 
REGIONAL ) 
1974 10-4 
GABOURY M 


THE IMPACT OF WATERGATE == NOTES ON THE SEARCH FOR 
LEADERSHIP ( ALIENATION ) 


1974 Get 

DAVIS O F 

SEARCH BEHAVIOR IN SMALL DECISION-MAKING GROUPS -- AN 

INFORMATION PROCESSING PERSPECTIVE 
SECRET 1974 15-4 

RANSOM H H 

THE UeSe CONGRESS AND AMERICAN SECRET INTELLIGENCE AGENCIES 
SELECTION 1974 2-$ 

TRELAND TR MITCHELL WE 


EFFECTS OF CIRCUIT-BREAKER LEGISLATION ON LOCAL PUBLIC-GO0O0D 


SELECTION ( HOUSING , VOTING ) 

1974 12-2 
FAIRLIE L 
THE ROLE OF VOLUNTARY AND PROFESSIONAL POLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLIAMENTARY 
CANDIDATES ( PARTIES ) 


SELF=-MANAGEMENT 1974 8-1 
WHITEHORN A 
WORKERS SELF-MANAGEMENT == SOCIALIST MYTH OR 
PROGNOSTICATION -=- AN ANALYSIS OF ALIENATION , 
PARTICIPATION AND POLYARCHY 


SENATE 1974 13-1 
PARKER J D 
PATHWAYS TO THE STATE HOUSE AND SENATE -=- OLTVERSITY OR 
SIMILARITY ( RECRUITMENT ) 


SENATORS 1974 13-6 
CAMPBELL C 
APPOINTEES TO PUBLIC OFFICE -- A CAUSAL=-ANALYSIS OF 
INFLUENCES ON THE LEGISLATIVE ROLE PERCEPTIONS OF 
CANADIAN SENATORS 


SENTENCING 1974 17-1 
STRUM P 
WATERGATE AND THE FEDERAL JUDICIARY == AUTHORITARTAKISM OR 
DISCRETION ( PLEA-BARGAINING 4 SENTENCING ) 


SES 1974 7-3 
STIEHM J SCOTT R 
FEMALE AND MALE == VOLUNTARY AND CHOSEN PARTICIPATION -- 
SEX » SES » AND PARTICIPATION 

SETTLEMENTS 1974 8-5 


PERRY JL LEVINE C H 
AN INTERORGANIZATIONAL ANALYSIS OF POWER , CONFLICT , 
AND SETTLEMENTS IN PUBLIC SECTOR COLLECTIVE BARGAINING 


SEX 1974 7-3 
STIEHM J SCOTT R 
FEMALE AND MALE == VOLUNTARY AND CHOSEN PARTICIPATION -- 
SEX » SES » AND PARTICIPATION 


SICKLE-CELL-ANEMIA 1974 1-3 
FRANKEL M S 
POLITICAL RESPONSES TO CONTROVERSIAL ISSUES IN THE 
DEVELOPMENT OF BIOMEDICAL TECHNOLOGIES 
SICKLE-CELL-ANEMIA ) 


STIMULATION 1974 13-2 
HADLEY J 
ROLE ORIENTATIONS AND THE PREDICTION OF ROLL-CALL VOTES 
IN A STATE LEGISLATURE -=- A SIMULATION 


ST TUATIONAL 1974 15-2 
BRADY L P 
BUREAUCRATIC POLITICS AND SITUATIONAL CONSTRAINTS IN 
FOREIGN-POLICY 
1974 5-1 
WALLIHAN J 


WORKPLACE LEADERSHIP AND POLITICS -- SITUATIONAL 
DETERMINANTS OF RECRUITMENT IN A CHICAGO PRINTING TRADES 
UNTION 


SOCIAL 1974 9-1 
VAN METER VAN HORN CE 


THE POLICY IMPLEMENTATION PROCESS -- INTERGOVERNMENTAL 
RELATIONS AND SOCTAL POLICIES 


SOCTAL 1974 6-1 
BORCVIAK OL 
CONFLICT ANDO INSTITUTIONS -- A PERSPECTIVE ON SOCIAL 
CHANGE 
1974 3-2 
CooK D 
JUSTICE AND SOCIAL CHANGE IN THE THOUGHT OF REINHOLO 
NIEBUHR WITH SPECIAL REFERENCE TO THE CONTEMPORARY SCENE 


1974 2-5 
IRELAND M 
IMPLICIT SOCIAL COSTS OF PRIVATE CAMPAIGN FINANCING 
1974 6-5 


MCKINLAY R DO COHAN A S 
MILITARY COUPS , MILITARY REGIMES 4 AND SOCIAL CHANGE 


1974 5-3 
SHILLING N A 
THE SOCTAL AND POLITICAL ROLES OF ARAB WOMEN == A STUDY IN 
CONFLICT 
1974 7-4 


PARSONS R W BARTON A H 
SOCIAL BACKGROUND AND POLICY ATTITUDES OF AMERICAN LEADERS 


1974 11-3 
KUBOTA A 
PARTY-ITOENTIFICATION AND SOCIAL CLEAVAGE IN JAPAN 
( VOTING ) 
1974 10-5 
SEZTZ T 


SOCIAL UNREST AND CRITICAL ELECTIONS -- PERIODICITY IN 
AMERICAN HISTORY ( VIOLENCE , CRITICAL-ELECTIONS ) 
1974 14-6 
GROSSMAN J B SARAT A 
A REPORT OF SOME SOCIAL , POLITICAL AND ECONOMIC 
CORRELATES OF LITIGATION IN THE AMERICAN STATES 


SOCTAL-CONTRACT 1974 3-7 
BRAYBROOKE D0 
THE SOCTAL-CONTRACT RETURNS » THIS TIME AS AN ELUSIVE 
PUBLIC-GO0O0D 


SOCTAL=DEMOCRATIC 1974 12-5 
BRAUNTHAL G 
THE POLICY FUNCTION OF THE GERMAN SOCTIAL-DEMOCRATIC PARTY 


SOCTAL=DEPRIVATION 1°74 10-6 
LONG S 
SOCIALIZATION TO REVOLT == POLITICAL ALIENATION AND 


POLITICAL VIOLENCE CONDONATION AMONG WHITE ANDO BLACK 
YOUTH ( SOCIAL-DEPRIVATION ) 


SOCITAL-SCIENCES 1974 3-7 
MOON J D 
IN WHAT SENSE ARE THE SOCTAL=SCIENCES METHODOLOGICALLY 
DISTINCTIVE 
SOCIALIST 1974 8-1 
WHITEHORN A 
WORKERS SELF=MANAGEMENT SOCTALIST MYTH OR 
PROGNOSTICATION -= AN ANALYSIS OF ALIENATION , 
PARTICIPATION AND POLYARCHY 
SOCIALIZATION 1974 18-1 
THORSON S THORSON €E 
THE USE OF EXPERIMENTATION IN SOCTALTZATION RESEARCH 
1974 10-6 


FOWLKES OL 
RACE AND POLITICAL SOCIALIZATION -- [WPLICATIONS FOR 
POLITICAL LEGITIMACY 
1974 10-6 
LONG S 
SOCIALIZATION TO REVOLT == POLITICAL ALIENATION AND 
POLITICAL VIOLENCE CONDONATION AMONG WHITE AND BLACK 
YOUTH SOCIAL-DEPRIVATION ) 
1974 
DONALDSON RL 
THE RECRUITMENT AND SOCTALIZATION OF LOCAL PARTY 
FUNCTIOKRARIES LOS-ANGELES AND MUNICH 
1974 10-2 
RA J BOURDEAUX R ™M 
INTELLIGENCE , CREATIVITY » AND POLITICAL SOCIALIZATION 
( POLITICAL-BEHAVIOR ) 
1974 7-3 
KYLE P A 
SOCIALIZATION AND RECRUITMENT PATTERNS OF WOMEN IN PARTY 
ELITE IN NORTH=CAROLINA 


SOC TOLOGICAL 1974 5-4 
RAWKINS P M 
RICH WELSH OR POOR BRITISH -= A SOCIOLOGICAL ANALYSIS OF 


POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLATO“-CYMRU 4 PARTY ) 


SOUTH 1°74 11-6 
WOLFINGER RE ARSENEAU R B 
PARTISAN CHANGE IN THE SOUTH » 1952-72 
PARTY=-IDENTIFICATION ) 


1974 10-4 
MCCLAIN J D 
TRUST » EFFICACY AND ALTENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH -- BEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 
SOUTHERN 1974 14-5 


BULLOCK C S III RODGERS H R JR 
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COERCION TO COMPLIANCE -=- SOUTHERN SCHOOL OISTRICTS AND 
SCHOOL DESEGREGATION GUIDELINES ( ATTITUDES , OECISIONS ) 


SOVIET 1974 7-4 
STEWART P D TOWN K 
THE CAREER ATTITUDE LINKAGE AMONG SOVIET REGIONAL ELITES -- 
AN EXPLORATION OF ITS NATURE AND MAGNITUDE 
1974 17-5 
HEER N W 
HISTORY AS SYMBOLIC MYTHOLOGY -- POLITICAL LEADERS IN 
RECENT SOVIET HISTORIOGRAPHY 
1974 17-4 
KANET RE 
THE COMMUNIST PARTY OF THE SOVIET-UNTON AND SOVIET 
POLITICS -- RECENT WESTERN INTERPRETATIONS 


1974 17-6 
CAMP G D JR 
THE POLITICS OF SOVIET ECONOMIC DEVELOPMENT -- A DITACHRONIC 
VIEW 
SOVIET-OBKOM 1974 6-6 


BLACKWELL R E JR 
POLITICAL GENERATION AND ATTITUDE CHANGE AMONG 
SOVIET-OBKOM ELITES 


SOVIET-UNION 1974 6-5 
KAUTSKY JH 
THE POLITICS OF REVOLUTIONARY CHANGE == MEXICO AND THE 
SOVIET-UNION 
1974 17-4% 
KANET R 


THE COMMUNIST PARTY OF THE SOVIET-UNION AND SOVIET 
POLITICS -- RECENT WESTERN INTERPRETATIONS 


SPACES 1974 2-1 
WEISBERG H F 
MIMENSTONLAND -- AN EXCURSION INTO SPACES ( SCALING ) 


SPATIAL 1974 2-2 
USLANER E M 
SPATIAL MODELS OF THE ELECTORAL-COLLEGE -- DISTRIBUTION 
ASSUMPTIONS ANO BIASES OF THE SYSTEM 
1974 2-2 
ROSENTHAL H SEN S 
THE ELECTORAL PROCESS IN FRANCE -- SPATIAL MODELS AND THE 
TWO-BALLOT SYSTEM ( VOTING ) 
1974 2-2 
WENDELL R E 
ON COMMITTEE DECISIONS UNDER MAJORITY=RULE -- A SPATIAL 
APPROACH ( PREFERENCES ) 
1974 6-7 
JOHNSON R W 
WASHINGTON-DC -- SPATIAL COMPROMISE AND NATIONAL 
COHESION ( DEVELOPMENT ) 


STABILITY 1974 6-5 
LEVINE WT 
POLITICAL CHANGE -- SOME INDICATORS OF ENOURING STABILITY 
IN UNSTABLE POLITICAL SYSTEMS ( AFRICA ) 
1974 2-6 
BAUGH WH 
COUPLING BETWEEN MAJOR POWERS AND THEIR WEAK ALLIES -=- 
RICHARDSON MODELLING APPROACH ( STABILITY ) 
1974 11-3 
BECK P A 
PARTISAN STABILITY AND CHANGE IN THE AMERICAN=SOUTH , 
1952-1972 ( PARTY-IDENTIFICATION ) 


STAFF 1974 13-5 
BECKMAN N 
USE OF A STAFF AGENCY BY THE CONGRESS -- EXPERIENCES OF THE 


CONGRESSIONAL RESEARCH SERVICE UNDER THE LEGISLATIVE 
REORGANIZATION-ACT OF -1970 

1974 13-5 
HAMMOND S W 
THE CHANGING ROLE OF THE PERSONAL PROFESSIONAL STAFF IN 
CONGRESSIONAL DECISION-MAKING 


STAFFING 1974 13-5 
BALUTIS A P 
LEGISLATIVE STAFFING -- A VIEW FROM THE STATES 
STANDING 1974 13-1 
PORTER H O LEUTHOLD D A 
ACQUIRING LEGISLATIVE EXPERTISE -- APPOINTMENTS TO STANDING 


COMMITTEES IN THE STATES 


STATE 1974 9-1 
ALTENSTETTER C BJORKMAN J W 
THE IMPACT OF FEDERAL CHILD HEALTH PROGRAMS ON STATE 
HEALTH POLICY FORMATION AND SERVICE DELIVERY -- THE 
CASE OF CONNECTICUT 
1974 14-2 
DUCAT CR FLANGO VE 
AFFECTIVE AND EFFECTIVE LEADERSHIP ON STATE SUPREME=-COURTS 
THE ROLE OF THE CHIEF-JUSTICE ( VOTING DISSENT 
COURTS ) 
1974 13-1 
THOMPSON W N 
AN ANALYSIS OF THE LEGISLATIVE AMBITIONS OF STATE 
CONSTITUTIONAL CONVENTION DELEGATES 
1974 13-1 
KIM CL OCONNOR P F 
ENGSTROM RL 
LEGISLATIVE RECRUITMENT IN A ONE=PARTY STATE -- A 
PRELIMINARY-REPORT OF THE 1971 LOUISIANA ELECTION SURVEY 


GREEN J J 


( REPRESENTATION PARTY ) 


STATE 1974 13-2 
HADLEY D J 
ROLE ORTENTATIONS AND THE PREDICTION OF ROLL-CALL VOTES 
IN A STATE LEGISLATURE -=- A SIMULATION 


1974 13-1 
PARKER J D 
PATHWAYS TO THE STATE HOUSE AND SENATE -- DIVERSITY OR 
SIMILARITY ( RECRUITMENT ) 

1974 14-2 


GRUNBAUM W F 
JUDICIAL ATTITUDES TOWARD ENVIRONMENTAL QUALITY IN THE 
FEDERAL AND STATE COURTS ( DECISION-MAKING ) 
1974 17-2 
WORTHINGTON R GOLDRICH OD 
ENVIRCNMENTAL AWARENESS AND THE OEVELCPMENT OF CITIZENSHIP 
TO TRANSCEND THE CORPORATE STATE 
1974 7-1 
LIEBERMAN C 
THE EVOLUTION OF PRESIDENTIAL RELATICNSHIPS WITH STATE 
AND LOCAL GOVERNMENT -- REVENUF-SHARING AND GRANTS-IN-AID 
1974 17-4 
STRAUSS H J 
THE REVOLUTIONARY=-MAKING PROCESS , PEVOLUTIONARY TYPES , 
AND THE ONE=PARTY STATE 


STATES 1974 13-1 
PORTER H O LEUTHOLD D A 
ACQUIRING LEGISLATIVE EXPERTISE -- APPOINTMENTS TO STANDING 


COMMITTEES IN THE STATES 
1974 16-2 
LAURANCE E J ROSS G 
INFLUENCE OVER THE USF OF VIOLENCE GAINED THROUGH ARMS 
TRANSFERS TO DEVELOPING STATES 
1974 13-5 
BALUTIS A P 
LEGISLATIVE STAFFING -- A VIEW FROM THE STATES 
1974 14-6 
GROSSMAN J B SARAT A 
A REPORT OF SOME SOCTAL , POLITICAL ANO ECONOMIC 
CORRELATES OF LITIGATION IN THE AMERICAN STATES 


STATUS 1974 5-3 
DORO ME 
THE CARNEGIE=COMMISSION » THE LESTE2=-REPORT , AND THE 
STATUS OF WOMEN 


STATUTORY 1974 13-5 
JOHANNES JR 
STUDY AND RECOMMEND <= STATUTORY PEPORTING REQUIREMENTS AS 
A TECHNIQUE OF LEGISLATIVE INITIATION 


STRATEGIES 1974 5-4 

MCBEATH G A 
STRATEGIES AND MOBILIZATION TACTICS OCF ETHNIC ELITES -- 
OVERSEAS CHINESE 

1974 12-3 
ASCHER WL 
SURVIVAL STRATEGIES OF PROSCRIBED PARTIES -= SOME RECENT 
LATIN-AMERICAN EXPERIENCES ( COVERT , OVERT ) 

1974 
BERTELSEN J 
THE STRATEGTES OF NON-STATE NATIONS IN SHAPING 
TRANS-NATIONAL POLICIES € SYSTEMS-FRAMEWORK ) 


STRIFE-ACCOMMODATION 1974 12-4 
SOMJEE AH 
PARTY LINKAGES AND STRIFE=ACCOMMODATION IN CONTEMPORARY 
INOIA 
STRIKES 1974 10-5 
HI8BS D 
INDUSTRIAL CONFLICT IN ADVANCED INDUSTFIAL SOCIETIES 
( STRIKES ) 
STRUCTURAL 1974 
GREER E 


UNITED-STATES=STEEL LABOR POLICIES IN CARY-INDIANA -- 
THE STRUCTURAL BASIS OF RACISM IN AN INDUSTRIAL CITY 


1906-1974 
STUDENT 1974 13-6 
MEZEY ML MEZEY S$ G 
STUDENT ATTITUDES TOWARD THE LEGISLATURE -=- A 


CROSS-NATIONAL MULTI-INSTITUTIONAL APPROACH 


STUDENTS 1974 10-2 
KOBAYASHT 3 Y 
POLITICAL ALIENATION AND PARTICIPATION -= A PROBLEM OF 
CONCEPTUALIZATION AND THEORY AS APPLIED TO COLLEGE STUDENTS 


1974 10-4 
MCCLAIN J 9 
TRUST ,» EFFICACY AND ALTENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH == SEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 
SUBORDINATE 1974 15-6 
SPIEGEL SL 
IN SEARCH OF THE SUBORDINATE SYSTEM ( INTERNATIONAL , 
REGIONAL ) 
1974 15-6 
CANTORI L J 


DOMESTIC CONSTRAINTS UPON SUBORDINATE SYSTEM ACTOR 
FOREIGN-POLICY 
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SUPPORT 1974 2-1 
LOOGE ™ CROSS 0 TURSKY 8B 
TANENHAUS J 

THE PSYCHOPHYSICAL SCALING AND VALIDATION OF A POLITICAL 
SUPPORT SCALE 


SUPPORT 1974 10-7 

FIELD J O 
POLITICIZATION AND SYSTEM SUPPORT IN INOIA == THE ROLE OF 
PARTISANSHIP 

1974 10-1 
DENNIS J 
TRENDS IN PUBLIC SUPPORT FOR THE AMERICAN POLITICAL PARTY 
SYSTEM 

1974 10-4 
CLARK J M 


MORAL PREREQUISITES OF POLITICAL SUPPORT -=- BUSINESS 
REACTIONS TO THE WATERGATE SCANDAL 


SUPREME=-COURT 1974 14-5 
FALIK 
THE IMPACT OF THE SUPREME-COURT DECISION ON ABORTION -- 
POLITICAL AND LEGISLATIVE RESISTANCE V. COURT REACTIONS 
1974 14-2 
LEAVITT D 
CHANGING ISSUES » IDEOLOGICAL AND POLITICAL INFLUENCES ON 
THE UeSe SUPREME=-COURT , 1893-1945 ( ATTITUDES ) 
1974 14-2 
HANDBERG R JR 
DECISION-MAKING IN A NATURAL COURT 1916-1921 
( SUPREME-COURT ) 


SUPREME=-COURTS 1974 14-2 
DUCAT C R FLANGO VE 
AFFECTIVE AND EFFECTIVE LEADERSHIP ON STATE SUPREME-COURTS 
THE ROLE OF THE CHIEF-JUSTICE ( VOTING DISSENT , 
COURTS ) 


SURVEILLANCE 1974 14-3 
ELLIFF J T 
THE POLITICS OF DOMESTIC INTELLIGENCE -- SURVETLLANCE 
AND CIVIL LIBERTIES UNDER THE NIXON ADMINISTRATION 


SURVEY=RESEARCH 1974 4-3 
ROBINSON M J 
UNDERSTANDING TELEVISIONS EFFECTS -- EXPERIMENTALIS¥ 
AND SURVEY-RESEARCH -- AN OFFER ONE SHOULONT REFUSE 


SURVIVAL 1974 12-3 
ASCHER WL 
SURVIVAL STRATEGIES OF PROSCRIBED PARTIES -- SOME RECENT 
LATIN-AMERICAN EXPERIENCES ( COVERT , OVERT ) 


SWISS 1974 
MATASAR A B 
ETHNIC AND RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM -- A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


SYONEY 1974 10-§ 
GRABOSKY P N 
PROTEST AND THE QUIESCENT POLITY -=- PUBLIC ORDER IN 
SYONEY , 1788-1973 

SYMBOLIC 1974 17-5 
HEER N W 


HISTORY AS SYMBOLIC MYTHOLOGY -- POLITICAL LEADERS IN 
RECENT SOVIET HISTORIOGRAPHY 


SYMBOLS 1974 6-1 
BRUNNER R D 
POLITICAL SYMBOLS -- A PROCESS APPROACH TO POLITICAL 
CHANGE 

SYSTEM 1974 2-2 


USLANER E M 
SPATIAL MODELS OF THE ELECTORAL-COLLEGE -- OISTRIBUTION 
ASSUMPTIONS AND BIASES OF THE SYSTEM 
1974 2-2 
ROSENTHAL H SEN S 
THE ELECTORAL PROCESS IN FRANCE -- SPATIAL MODELS AND THE 
TWO-BALLOT SYSTEM ( VOTING ) 
1974 5-3 
COHEN P M 
MEN » WOMEN AND THE LATIN-AMERICAN POLITICAL SYSTEM -- 
PATHS TO POLITICAL PARTICIPATION IN URUGUAY 
1974 12-3 
LACORNE DC J 
ON THE FRINGE OF THE FRENCH POLITICAL SYSTEM <= THE 
BELIEFS OF COMMUNIST MUNICIPAL ELITES ( MAYORS , 
PARTISANSHIP ) 
1974 6-7 
GILBERG T 
THE NATIONAL CAPITAL AND CITY SYSTEM POLITICS -- 
A CONCEPTUAL OVERVIEW ( RESOURCE-ALLOCATION ) 
1974 15-1 
KOHL WL 
THE NIXON KISSINGER FOREIGN-POLICY SYSTEM AND U.S. 
EUROPEAN RELATIONS -=- PATTERNS OF POLICY-MAKING 
( BUREAUCRATIC ) 
1974 14-1 
BECKER T 
HOW POLITICAL SCIENTISTS HAVE HELPED MAKE OUR CRIMINAL 
JUSTICE SYSTEM A CRIME 
1974 11-4 
HOWELL S E 


SYSTEM EFFECTS ON LEGISLATOR VISIBILITY IN FIVE DEMOCRATIC 


COUNTRIES 
SYSTEM 1974 15-6 
SPIEGEL SL 
IN SEARCH OF THE SUBORDINATE SYSTEM ( INTERNATIONAL ,y 
REGIONAL ) 
1974 15-6 
CANTORI L J 


DOMESTIC CONSTRAINTS UPON SUBORDINATE SYSTEM ACTOR 
FOREIGN-POLICY 


1974 12-7 
FUKUI H 
FACTIONALISM IN A DOMINANT PARTY SYSTEM == THE CASE OF 
JAPAN 

1974 10-7 
FIELD J O 
POLITICIZATION AND SYSTEM SUPPORT IN INOIA == THE ROLE OF 
PARTISANSHIP 

1974 10-1 
DENNIS J 
TRENOS IN PUBLIC SUPPORT FOR THE 4MERICAN POLITICAL PARTY 
SYSTEM 

1974 12-4 


ELODERSVELOD S J 
POLITICAL ELITE LINKAGES IN THE DUTCH CONSOCIATIONAL 
SYSTEM ( BEHAVIOR ) 


1974 19-1 
FOX WTR 
PLURALIST POLITICS AND THE WORLD SYSTEM ( MERRTIAM ) 
SYSTEMS 1974 6-5 
LEVINE 
POLITICAL CHANGE -- SOME INDICATORS CF ENDURING STABILITY 
IN UNSTABLE POLITICAL SYSTEMS ( AFRICA ) 
1974 12-6 
WATERMAN H 
PARTY SYSTEMS -=- ORIGINS » DEVELOPMENT AND CHANGE 
( FRANCE ) 
1974 L2-2 


GREENBERG S R MATHENY R 

THE EFFECTS OF ENDORSEMENTS IN NON-PARTISAN SYSTEMS -=- 

A STUDY OF PRIMARY AND GENERAL ELECTIONS IN TWO MICHIGAN 
CITIES INTEREST=GROUPS , NEWSPAPER CITY ) 


SYSTEMS=-FRA ME WORK 1974 16-2 
BERTELSEN J 
THE STRATEGIES OF NON-STATE NATIONS IN SHAPING 
TRANS=NATIONAL POLICIES SYSTEMS-FRAMEWORK 


TACTICS 1974 5-4 
MCBEATH G A 
STRATEGIES AND MOBILIZATION TACTICS OF ETHNIC ELITES -- 
OVERSEAS CHINESE 


TAIWAN 1974 17-4 
MENDEL 0 H JR 
THE KMT ON TAIWAN IN A TIME OF TRIALS ( KUOMINTANG , 


PARTY ) 
TEACHER 1974 18-3 
PALETZ OL 
TEACHER EDUCATION IN POLITICAL SCTENCE GRADUATE PROGRAMS 
TEACHING 1974 18-3 
FISHEL J GILLESPIE J A 
GRADUATE EDUCATION AND THE DEVELOPMENT OF TEACHING SKILLS 
IN POLITICAL SCIENCE -= PROGRAMS AT INOTANA=UNIVERSITY 
1974 18-4 


STEVENS A J 
THE CALIFORNIA EXPERIENCE WITH MULTI-INSTITUTIONAL 


ARRANGEMENTS FOR TEACHING AND RESEARCH IN POLITICAL“-SCIENCE 


TECHNOCRATIC 1974 3-6 
COLEMAN F M 
AN APPRAISAL OF THE TECHNOCRATIC PARADIGM 


TECHNOLOGICAL 1974 3-6 
RODMAN J 
ON THE HUMAN QUESTION ,» BEING THE REPOFT OF THE EREWHONIAN 
HIGH COMMISSION TO EVALUATE TECHNOLOGICAL SOCIETY 
{ DEVELOPMENT ) 


TECHNOLOGIES 1974 1-3 
FRANKEL M S 
POLITICAL RESPONSES TO CONTROVERSIAL ISSUES IN THE 
DEVELCPMENT OF BIOMEDICAL TECHNOLOGIES 
( SICKLE=CELL-ANEMIA ) 


TECHNOLOGY 1974 
MACIOTI M 
SCIENCE AND TECHNOLOGY AND EUROPEAN INTEGRATION 
( COMMON-MARKET ) 
1974 1-3 
MAZMANIAN D A 
CITIZENS AND THE ASSESSMENT OF TECHNOLOGY -= AN EXAMINATION 
OF THE PARTICIPATION THESIS ( EVALUATION ) 
1974 17-1 
MARGULIES SL 
BEHAVIOR MODIFICATION PROGRAMS IN AMERICAN PRISONS -- 
A CASE-STUDY IN PUBLIC POLICY AND HUMAN CONTROL TECHNOLOGY 


3-6 
RITTER A 
TECHNOLOGY AND ANARCHISM 


TEL-AVIV 1974 
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GOTTHEIL OL 

POLICY CONSEQUENCES OF TRANSNATIONAL ACTIVITY IN A NATIONAL 
CAPITAL -- A STUDY OF SOME TRANSNATIONAL GROUPS IN 
JERUSALEM AND TEL-AVIV , ISRAEL 


TELEVISIONS 1974 4-3 
ROBINSON M J 
UNDERSTANDING TELEVISIONS EFFECTS -- EXPERIMENTALISM 
AND SURVEY~-RESEARCH -- AN OFFER ONE SHOULONT REFUSE 


TENSION 1974 6-7 
WERLIN H H 
THE HAWKERS OF NAIROBI <= THE POLITICS OF THE INFORMAL 
SECTOR (¢ TENSION ) 


TERRORISM 1974 16-2 
HUTCHINSON M C 
TRANSNATIONAL TERRORISM AS A POLICY ISSUE ( VIOLENCE ) 


THEORETICAL 1974 3-1 
HART J 
THE AMERICAN CONSERVATIVE MOVEMENT -- A THEORETICAL 
BALANCE SHEET 
1974 2-4 
FRIEND K E LAING J D MORRISON R J 
GAME THEORETICAL ANALYSES OF COALITION BEHAVIOR 
1974 2-6 
KRAUSS WR 


POLITICAL RESOURCES AND LIABILITIES -- SOME THEORETICAL 
AND EMPIRICAL CONSIDERATIONS 


THEORIES 1974 6-5 
KRANE 
LONGITUDINAL PATTERNS OF CENTRALIZATION AND DEVELOPMENT -- 
TESTING THEORIES OF GOVERNMENT ORGANIZATION 


THEORY 1974 5-2 
FREY C W 
ETHNICITY IN THE YUGOSLAV THEORY OF INTERNATIONAL RELATIONS 
1974 
LEVINE HYDE MS 


INCUMBENCY AND THE THEORY OF POLITICAL AMBITION <= A 
RATIONAL-CHOICE MODEL ( CANDIDACY RECRUITMENT ) 
1974 2-3 
BERND JL MAYER LS HOYER R 
SOME PROBLEMS OF THE THEORY OF POLITICAL COALITIONS AS 
APPLIED TO THE JUDICIARY ( RIKER ) 
1974 2-3 
LuTzZ DS WILLIAMS JR 
THE APPLICABILITY OF THE MINIMUM COALITION THEORY TC 
LEGISLATURES -- A REVIEW OF THE EVIDENCE AND A PROPOSAL 
CONCERNING RATIONALITY 
1974 2-3 
KOEHLER D H 
A THEORY OF LEGISLATIVE COALITION FORMATION 
1974 6-3 
WALKER JL 
THE DIFFUSION OF KNOWLEDGE AND POLICY CHANGE -- TOWARD A 
THEORY OF AGENDA SETTING ( ELITE , CONSENSUS ) 


1974 8-4 
OSTROM V 
LANGUAGE THEORY ANDO EMPIRICAL RESEARCH ELEMENTS OF 
PARADIGM REFORMULATION IN PUBLIC ADMINISTRATION 
1974 2-4 
PLOTT UR 
ON GAME SOLUTIONS AND REVEALED PREFERENCE THEORY 
1974 9-5 
WIRT F M 
ETHNIC MINORITIES AND SCHOOL POLICY IN EUROPEAN 
DEMOCRACIES -- THEORY AND CASE STUDIES ( COMPARATIVE ) 
1974 8-1 
PATEMAN C 
A CONTRIBUTION TO THE POLITICAL THEORY OF ORGANIZATIONAL 
DEMOCRACY 
1974 5-4 
TESSLER MA KNUTH L 
TOWARD A THEORY OF POLITICAL CULTURE OF NON-ASSIMILATING 
MINORITIES -- JEWS IN TUNISIA AND MOROCCO AND ARABS IN 
ISRAEL 
1974 14-2 
KORT F 
A SPECIAL AND A GENERAL MULTIVARTATE THEORY OF JUDICIAL 
DECISIONS 
1974 11-3 
HELM C 


PARTY-IDENTIFICATION AS A PERCEPTUAL SCREEN -= THE THEORY 
EXAMINED ( VOTING ) 

1974 17-5 
WROTH W 
OIVINE UNITY OR WORLD CHAOS -- THE TRADITIONAL THEORY OF 
POLITICAL AUTHORITY 

1974 10-2 
KOBAYASHI B Y 
POLITICAL ALIENATION AND PARTICIPATION -=- A PROBLEM OF 
CONCEPTUALIZATION AND THEORY AS APPLIED TO COLLEGE STUDENTS 


1974 3-8 
NICKEL S H 
POLITICAL THEORY IN SCIENCE-FICTION 

1974 
MOORE DO W KAYSER JR 
DEMOCRACY MAKES A DIFFERENCE -- DEMOCRATIC THEORY AND 
FOREIGN-POLICY 

THOUGHT 1974 3-2 

cooK S D 


JUSTICE AND SOCIAL CHANGE IN THE THOUGHT OF REINHOLO 


NIEBUHR WITH SPECIAL REFERENCE TO THE CONTEMPORARY SCENE 


THOUGHT 1974 3-8 
SIBLEY M Q 
RELIGION AND BELIEF-SYSTEMS IN UTOPIAN AND DYSTOPIAN 
THOUGHT 

TOWNS 1974 8-2 
KOTLER N G 


THE DECLINE OF POLITICAL COMMUNITY IN NEW-ENGLAND TOWNS -- 
THE IMPACT ON CITIZEN PARTICIPATION AND EDUCATION 


TRADES 1974 5-1 
WALLIHAN J 
WORKPLACE LEADERSHIP AND POLITICS -- SITUATIONAL 
DETERMINANTS OF RECRUITMENT IN A CHICAGO PRINTING TRADES 
UNION 

TRANS -EUROPEANISM 1974 15-5 
wOOD RS 


TRANS-EUROPEANISM , DETENTE ANDO THE EUROPEAN COMMUNITY -- 
OTALECTICS ANDO LINKAGES IN EUROPEAN POLITICS 


TRANS=NATIONAL 1974 16-2 
BERTELSEN J 
THE STRATEGIES OF NON-STATE NATIONS IN SHAPING 
TRANS-NATIONAL POLICTES ( SYSTEMS-FRAMEWORK ) 


TRANSFER 1974 9-1 
HARRIS C M 
THE POLICY TRANSFER PROCESS -=- THE IMPLEMENTATION OF 


COMMUNITY ACTION AGENCIES IN WISCONSIN 


TRANSFERS 197% 16-2 
LAURANCE E J ROSS G 
INFLUENCE OVER THE USE OF VIOLENCE GAINED THRGUGH ARMS 
TRANSFERS TO DEVELOPING STATES 


TRANSIT 9-2 
SACCO J F 
FACTORS IN DEVELOPING NATIONAL POLICIES FOR LOCAL MASS 
TRANSIT == ASSESSING THE IMPACT OF THE ENERGY SHORTAGE 
TRANSNATIONAL 1974 16-1 


KEGLEY C W JR 
MEASURING THE GROWTH AND DECAY OF TRANSNATIONAL NORMS 
RELEVANT TO THE CONTROL OF VIOLENCE 
1974 16-2 
HUTCHINSON M C 
TRANSNATIONAL TERRORISM AS A POLICY ISSUE ( VIOLENCE ) 
1974 16-4 
FELD W J 
ANALYZING THE IMPACT OF NON-GOVERNMENTAL ORGANIZATIONS ON 
THE FORMULATION OF TRANSNATIONAL POLICTES 
1974 16-4 
BINNING W C 
AN AUDIT OF THE POLITICAL POWER OF THE MULTINATIONAL 
CORPORATION IN THE LESS-DEVELOPED COUNTRIES 
TRANSNATIONAL POLICY ) 
1974 16-4 
GOTTHEIL OL 
POLICY CONSEQUENCES OF TRANSNATIONAL ACTIVITY IN A NATIONAL 
CAPITAL =-- A STUDY OF SOME TRANSNATICNAL GROUPS IN 
JERUSALEM AND TEL-AVIV » ISRAEL 


TRUST 1974 10-1 
MILLER A H 
CHANGE IN POLITICAL TRUST -= DISCONTENT WITH AUTHORITIES 
AND ECONOMIC POLICIES » 1972-73 ( LEADERSHIP ) 

1974 10-4 

MCCLAIN J 0 
TRUST » EFFICACY AND ALTENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH -- BEFORE AND AFTE® THE 1972 
ELECTION AND WATERGATE 


TRUTH 1974 3-9 
FROHOCK F M 
POLITICS AS NECESSARY TRUTH ( POLITICAL=-THEORY , 
PHILOSOPHY ) 


TUNISIA 1974 5-4 
TESSLER MA KNUTH L 
TOWARD A THEORY OF POLITICAL CULTURE OF NON=ASSIMILATING 


MINORITIES -- JEWS IN TUNISTA AND MCROCCO AND ARABS IN 
ISRAEL 
TWO-BALLOT 1974 2-2 
ROSENTHAL H SEN S 
THE ELECTORAL PROCESS IN FRANCE == SPATIAL MODELS AND THE 
TWO-BALLOT SYSTEM ( VOTING ) 
UNARMED 1974 16-2 
KEYES G 
FORCE WITHOUT FIREPOWER -- A DOCTRINE OF UNARMED MILITARY 
SERVICE 
UNION 1974 
WALLTIHAN J 
WORKPLACE LEADERSHIP AND POLITICS -- SITUATIONAL 
DETERMINANTS OF RECRUITMENT IN A CHICAGC PRINTING TRADES 
UNION 
UNION-LEADER 1974 
CRAIG RE VESLEN E P 


THE ELECTORAL IMPACT OF THE MANCHESTER NEW-HAMPSHIRE 
UNION-LEADER ( NEWSPAPER VOTING 
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UNI TED-NATIONS 1974 15-5 
HURWITZ L 
THE EEC IN THE UNITED-NATIONS -- THE VOTING BEHAVIOR OF 
EIGHT COUNTRIES » 1948-1973 


UNITED-STATES 1974 15-1 
LOWENTHAL A F 
BUREAUCRATIC POLITICS AND UNITED=STATES POLICY TOWARD 
LATIN-AMERICA AN-INTERIM RESEARCH-REPORT 
1974 5-6 
JOHNSON M G JOHNSON S B 
ANTI-DISCRIMINATION POLICIES IN THE UNITED-STATES AND 
INOIA ( MINORITIES ? 
1974 8-3 
STONE 
PROFESSIONALISM AND ACCOUNTABILITY -- CONTROLLING HEALTH 
SERVICES IN THE UNITED-STATES AND GERMANY 


UNI TED-STATES-STEEL 1974 5-1 
GREER E 
UNI TED-STATES-STEEL LABOR POLICIES IN GARY-INDIANA -- 
THE STRUCTURAL BASIS OF RACISM IN AN INDUSTRIAL CITY , 
1906-1974 


UNITY 1974 17-5 
WROTH W 
DIVINE UNITY OR WORLD CHAOS <-- THE TRADITIONAL THEORY OF 
POLITICAL AUTHORITY 


UNREST 1974 
SEITZ ST 
SOCIAL UNREST AND CRITICAL ELECTIONS -- PERIODICITY IN 
AMERICAN HISTORY ( VIOLENCE CRITICAL-EFLECTIONS ) 


UNS TABLE 1974 6-5 


LEVINE WT 
POLITICAL CHANGE -- SOME INDICATORS OF ENDURING STABILITY 


IN UNSTABLE POLITICAL SYSTEMS ( AFRICA ) 


URBAN 1974 6-3 
MIOLARSKY M I 
THE URBAN RIOTS -- DIFFUSION OR RACE WAR ( VIOLENCE ) 


1974 2-5 
BISH RL NOURSE H O 
COLLECTIVE CHOICE IN URBAN ZONING REGULATION 

1974 5-7 
CUNNINGHAM R JACEK H 


ETHNIC CLEAVAGES AS A SOURCE OF PARTISAN POLITICAL 
CONFLICT IN THE MULTI-PARTY CASE -=- AN INTERPRETATION 
AND SOME CANADIAN DATA IN AN URBAN SETTING 
( BEHAVIOR , PARTY ) 
1974 9-6 
CAPUTO DA 
CITIZEN EVALUATION AND URBAN PUBLIC POLICY ANALYSIS -- 
THE MISSING-LINK ( ATTITUDES ? 
1974 13-2 
MATHENY R W 
ROLE CONFLICT -- A QUANTITATIVE ANALYSIS OF THE URBAN 
LEGISLATOR ( DECISION-MAKING ) 
1974 13-3 
WRIGHT H 
URBAN ISSUES » HOUSE VOTES » PATTERNS IN POLICY RESPONSE -- 
A LONGITUDINAL BCTRY DIMENSION AND CLUSTER-ANALYSIS 


URUGUAY 1974 5-3 
COHEN P M 
MEN » WOMEN AND THE LATIN-AMERICAN POLITICAL SYSTEM -- 
PATHS TO POLITICAL PARTICIPATION IN URUGUAY 


UTILITY=THEORY 1974 14-5 
BROWN D W STOVER R V 
AN ECONOMIC APPROACH TO COMPLIANCE WITH COURT DECISIONS 
( UTILITY-THEORY ) 


UTOPIAN 1974 3-8 
SIBLEY 
RELIGION AND BELIEF-SYSTEMS IN UTOPIAN AND DOYSTOPIARN 
THOUGHT 

VALIDATION 1974 | 
LODGE ™M CROSS 9 TURSKY B 


TANENHAUS J 
THE PSYCHOPHYSICAL SCALING AND VALIDATION OF A POLITICAL 
SUPPORT SCALE 


VENEZUELA 1974 7-6 
LEVINE DH 
CAREER PATTERNS AND PERSPECTIVES OF CHURCH ELITES IN 
VENEZUELA AND COLOMBIA 


VETERANS 1974 10-3 
JOHNSON L 
POLITICAL ALIENATION AMONG WOUNDED VIETNAM VETERANS -- 
AN EXPLORATORY STUDY 


VIETNAM 1974 10-3 
JOHNSON L 
POLITICAL ALIENATION AMONG WOUNDED VIETNAM VETERANS -- 
AN EXPLORATORY STUDY 


VIOLENCE 1974 5-4 
HETTOWIT H 
ETHNIC PLURALISM AND CIVIL VIOLENCE -- AN EXPLORATORY 
CROSS=-NATIONAL ANALYSIS 
1974 6-3 


MIOLARSKY M I 
THE URBAN RIOTS == OIFFUSION OR RACE WAR (¢ VIOLENCE ) 


VIOLENCE 1974 6-4 
SCHNEIDER P R 
PUBLIC PROTEST AND CONSPIRATORIAL VICGLENCE -- TOWARDS A 
MODEL OF ANTICIPATED PESPONSE ( INSTITUTIONS ) 
1974 6-4 


RENSHON §S A 
PERSONALITY » POLITICAL MOTIVATION AND POLITICAL 
VIOLENCE -= SOME GENERATIONAL DYNAMICS AND ATTITUOINAL 
CORRELATES ( LEGITIMACY ) 
1974 6-4 
HAYES RE 
DOES VIOLENCE PRECEDE REPRESSION OR NOES REPRESSION 
PRECEDE VIOLENCE -- A STUDY OVER TIME 
1974 16-1 
KEGLEY C W JR 
MEASURING THE GROWTH AND DECAY OF TRANSNATIONAL NORMS 
RELEVANT TO THE CONTROL OF VIOLENCE 
1974 10-6 
LONG S$ 
SOCTALIZATION TO REVOLT += POLITICAL ALIENATION AND 
POLITICAL VIOLENCE CONDONATION AMONG WHITE AND BLACK 
YOUTH ( SOCTAL=DEPRIVATION ) 
1974 16-2 
HUTCHINSON M C 
TRANSNATIONAL TERRORISM AS A POLICY ISSUE ( VIOLENCE ) 
1974 16-2 
LAURANCE E J ROSS G 
INFLUENCE OVER THE USE OF VIOLENCE GAINED THROUGH ARMS 
TRANSFERS TO DEVELOPING STATES 


1974 10-5 
SEITZ ST 
SOCIAL UNREST AND CRITICAL ELECTIONS -=- PERIODICITY IN 
AMERICAN HISTORY ( VIOLENCE , CRITICAL-ELECTIONS ) 
VISIBILITY 1974 11-4 
HOWELL S E 
SYSTEM EFFECTS ON LEGISLATOR VISIBILITY IN FIVE DEMOCRATIC 
COUNTRIES 
VOLUNTARY 1974 4-2 
SHINGLES R OD 
EXPERIMENTING WITH QUAST EXPERIMENTATICN -- EFFECTS OF 


PARTICIPATION IN VOLUNTARY ASSOCIATIONS CAAS ON 
POLITICAL ATTITUDES 
1974 12-2 
FAIRLIE 9 
THE ROLE OF VOLUNTARY AND PROFESSIONAL FOLITICAL 
ORGANIZERS IN SELECTION OF BRITISH PARLIAMENTARY 
CANDIDATES ( PARTIES ) 


1974 7-3 
STTEHM J SCOTT R 
FEMALE AND MALE -= VOLUNTARY AND CHOSEN PARTICIPATION -- 
SEX » SES » AND PARTICIPATION 
VOTER 1974 4-3 
BOUGHAN K 
THE FORGETFUL VOTER == AN EXPERIMENT IN ELECTORAL 
RATIONALITY AND ISSUE RECALL ( COGNITION ) 
1974 4-3 
SHAMA A 


AN EXPERIMENTAL STUDY ON VOTER PERCEPTION AND EVALUATION 
OF POLITICAL CANDIDATES ( BEHAVIOR ) 


1974 11-2 
FROHLICH N OPPENHEIMER J A SMITH J 
YOUNG 0 R 
A TEST OF DOWNSIAN VOTER RATIONALITY -- 1964 PRESIDENTIAL 
VOTING 
197% 11-2 
PATTERSON TE MCCLURE R OD MEIER K J 
ISSUE VOTING AND VOTER RATIONALITY -= A PANEL-ANALYSIS 
VOTERS 1974 11-6 
MILLER RE 
AN EMPIRICAL MODEL OF THE VOTERS OECISIONAL CALCULUS 
VOTES 1974 11-2 
JACKSON JE 


ISSUES PARTY CHOICES AND PRESIDENTIAL VOTES 
( ELECTORAL=PROCESS PUBLIC » POLICY 
1974 13-2 
HADLEY J 
ROLE ORIENTATIONS AND THE PREDICTION CF ROLL=CALL VOTES 
IN A STATE LEGISLATURE -= A SIMULATION 
1974 13-3 
WRIGHT H 
URBAN ISSUES , HOUSE VOTES » PATTERNS IN POLICY RESPONSE -- 
A LONGITUDINAL BCTRY OIMENSTION AND CLUSTER=ANALYSIS 


VOTING 1974 43% 
FARLEY L T MARKS JS 
CAMPAIGN EVENTS AND ELECTORAL OUTCOMES -- MEASURING THE 
EFFECT OF AGGREGATE CAMPAIGN COMMUNICATION ON VOTING 
1974 
ROSENTHAL H SEN S 
THE ELECTORAL PROCESS IN FRANCE == SPATIAL MODELS AND THE 
TWO-BALLOT SYSTEM ( VOTING ) 
1974 44-2 
DUCAT C R FLANGO VE 
AFFECTIVE AND EFFECTIVE LEADERSHIP ON STATE SUPREME=COURTS 
THE ROLE OF THE CHIEF=JUSTICE ( VOTING OISSENT 
CouRTS ) 
1974 


CRAIG RE VEBLEN E P 
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THE ELECTORAL IMPACT OF THE MANCHESTER NEW-HAMPSHIRE 
UNION-LEADER ( NEWSPAPER , VOTING ) 


VOTING 1974 2-5 
IRELAND TR MITCHELL WE 


EFFECTS OF CIRCUIT-BREAKER LEGISLATION ON LOCAL PUBLIC-GOOD 


SELECTION ( HOUSING , VOTING ) 


1974 11-2 
FROHLICH N OPPENHEIMER J A SMITH J 
YOUNG OR 
A TEST OF DOWNSIAN VOTER RATIONALITY -- 1964 PRESTOENTIAL 
VOTING 

1974 11-2 
PATTERSON TE MCCLURE R DO MEIER K J 


ISSUE VOTING AND VOTER RATIONALITY -- A PANEL-ANALYSIS 


1974 13-2 
GREENE K R 
DIMENSIONS OF ISSUE VOTING IN A LOCAL LEGISLATURE 
( POLICY ) 
1974 11-3 
HELM C 


PARTY-IDENTIFICATION AS A PERCEPTUAL SCREEN -- THE THEORY 
EXAMINED ( VOTING ) 


1974 11-3 
KUBOTA A 
PARTY-IDENTIFICATION AND SOCIAL CLEAVAGE IN JAPAN 
( VOTING ) 
1974 13-3 
EDWARDS G 


PRESIDENTIAL INFLUENCE IN THE U.Se HOUSF-OF-REPRESENTATIVES 


-- PRESIDENTIAL ELECTORAL PERFORMANCE AS A SOURCE OF 
PRESIDENTIAL POWER ( VOTING ) 


1974 13-3 
RITT LG 
PARTISAN REALIGNMENT -=- THE VIEW FROM CONGRESS ( VOTING ) 
1974 12-5 
DOLIVE LL 


THE NON=FUNCTION OF GERMAN POLITICAL PARTIES AT THE LOCAL 
LEVEL ( VOTING ) 

1974 15-5 
HURWITZ L 
THE EEC IN THE UNITEO-NATIONS -- THE VOTING BEHAVIOR OF 
EIGHT COUNTRIES » 1948-1973 


WAR 1974 6-3 
MIOLARSKY M TI 
THE URBAN RIOTS -- DIFFUSION OR RACE WAR ( VIOLENCE ) 


1974 16-2 
DAVIS M 
NON-GOVERNMENTAL ORGANIZATIONS AND LIMITING THE COSTS OF 
WAR 

1974 15-4 
TARR C W JR 


THE WAR POWERS RESOLUTION AND THE PROBLEM OF INFORMATION 
( CONGRESS » EXECUTIVE ) 


WASHING TON-0C 1974 6-7 
JOHNSON R W 
WASHINGTON-DC -- SPATIAL COMPROMISE AND NATIONAL 
COHESION ( DEVELOPMENT ) 


WATER 1974 9-2 
THOMAS R D 
INTERGOVERNMENTAL COORDINATION IN THE IMPLEMENTATION OF 
NATIONAL AIR ANO WATER POLLUTION POLICIES 
( DECISION-MAKING ) 


1974 9-2 
BALL B P 
WATER POLLUTION AND COMPLIANCE DECISION-MAKING 
1974 9-2 
LIEBER H 
FEDERALISM AND CLEAN WATERS -- A STUDY OF INTERGOVERNMENTAL 
RELATIONS AND THE 1972 WATER POLLUTION CONTROL ACT 
( POLICY ) 
WATERGATE 1974 10-6 
BARGER H M 


IMAGES OF THE PRESIDENT AND POLICEMAN AMONG BLACK , 
MEXICAN=AMERICAN AND ANGLO SCHOOL CHILDREN -- 
CONSIDERATIONS ON WATERGATE 

1974 17-1 
STRUM P 


WATERGATE AND THE FEDERAL JUDICIARY -= AUTHORITARIARISM OR 


DISCRETION ( PLEA-BARGAINING SENTENCING ) 


1974 
LUPFER M KENNY C 
CHILDRENS REACTIONS TO THE PRESIDENT -= PRE=-AND-POST 
WATERGATE FINDINGS 

1974 10-4 


CLARK JM 
MORAL PREREQUISITES OF POLITICAL SUPPORT -- BUSINESS 
REACTIONS TO THE WATERGATE SCANDAL 

10-4 
ENTMAN R M PROTHO J W SHARP E F 
THE MASS=MEDIA » OLSSONANT EVENTS » AND ALIENATION -- A 
PANEL-STUDY OF THE EFFECT OF THE WATERGATE SCANDALS ON 
POLITICAL ATTITUDES 

1974 10-4 
GABOURY M 
THE IMPACT OF WATERGATE -- NOTES ON THE SEARCH FOR 
LEADERSHIP ( ALIENATION ) 

1974 10-4 
MCCLAIN J DO 
TRUST » EFFICACY AND ALIENATION AMONG COLLEGE STUDENTS 
IN THE AMERICAN SOUTH == BEFORE AND AFTER THE 1972 
ELECTION AND WATERGATE 


WEAK 1974 2-6 
BAUGH W H 
COUPLING BETWEEN MAJOR POWERS AND THEIR WEAK ALLIES -- 
RICHARDSON MODELLING APPROACH ( STABILITY ) 


WEBER 1974 8-5 
RUDOLPH L I RUDOLPH S H 
AUTHORITY AND POWER IN BUREAUCRATIC AND PATRIMONTAL 
ADMINISTRATION == A REVISIONIST INTERPRETATION OF WESER 
ON BUREAUCRACY 


WELSH 1974 5-4 
RAWKINS PM 
RICH WELSH OR POOR BRITISH -= A SOCIOLOGICAL ANALYSIS OF 


POLITICAL MOBILIZATION AND MODES OF ACTIVISM IN THE WELSH 
NATIONALIST MOVEMENT ( PLAIO-CYMRU , PARTY ) 


WESTERN 1974 1-2 
NAU HR 
R-0 ISSUES IN WESTERN EUROPE -- 
PERCEPTIONS » CAPABILITIES AND RESPONSES 
( COMMON=MARKET , RESEARCH , DEVELOPMENT ) 
1974 17-4 
KANET R E 
THE COMMUNIST PARTY OF THE SOVIET=-UNION AND SOVIET 
POLITICS -= RECENT WESTERN INTERPRETATIONS 


WHITE 1°74 10-6 
LONG §S 
SOCIALIZATION TO REVOLT -= POLITICAL ALTENATION AND 


POLITICAL VIOLENCE CONDONATION AMONG WHITE AND BLACK 
YOUTH ( SOCTAL=DEPRIVATTION ) 


WHI TE-HOUSE 1974 7-1 
MCCURDY HE 
THE PHYSICAL MANIFESTATIONS OF AN EXPARDING PRESIDENCY -= 
A TOUR OF THE WHITE=HOUSE AND EXECUTIVE AGENCIES 


WINTER=OLYMPICS 1974 7-5 
OLSON L K 
POWER » PUBLIC POLICY AND THE ENVIRONMENT -= THE DEFEAT 
OF THE 1976 WINTER=OLYMPICS IN COLORADO 
WISCONSIN 1974 9-1 
HARRIS C M 


THE POLICY TRANSFER PROCESS == THE IMPLEMENTATION OF 
COMMUNITY ACTION AGENCIES IN WISCONSIN 


WOMEN 1974 5-3 
COHEN P M 
MEN » WOMEN ANO THE LATIN-AMERICAN PCLITICAL SYSTEM -=- 
PATHS TO POLITICAL PARTICIPATION IN URUGUAY 


1974 5-3 
SHILLING N A 
THE SOCTAL AND POLITICAL ROLES OF ARAB WOMEN <= A STUDY IN 
CONFLICT 
1974 7-3 
KYLE P A 


SOCIALIZATION AND RECRUITMENT PATTERNS OF WOMEN IN PARTY 
ELITE ITN NORTH=CAROLINA 
1974 7-3 
LEE MM 


TOWARDS UNDERSTANDING WHY FEW WOMEN HOLD PUBLIC OFFICE -- 


FACTORS AFFECTING THE PARTICIPATION CF WOMEN IN LOCAL 
POLITICS 
1974 5-3 
NORO ME 
THE CARNEGIE=COMMISSTON » THE LESTER=REPORT , AND THE 
STATUS OF WOMEN 


WOMENS 1974 5-3 
FLORA C B 
WORKING CLASS WOMENS POLITICAL PARTICIPATION -- ITS 


POTENTIAL IN DEVELOPED COUNTRIES 


WORKER 1974 | 
MATASAR A 8 
ETHNIC AND RELIGIOUS FACTORS IN THE SWISS REACTION TO 
THEIR FOREIGN WORKER PROBLEM <= A LOOK AT THE 
SCHWARZENBACH INITIATIVE 


WORKERS 1974 8-1 
WHITEHORN A 
WORKERS SELF=MANAGEMENT == SOCIALIST MYTH OR 
PROGNOSTICATION AN ANALYSIS OF ALTENATION 
PARTICIPATION AND POLYARCHY 

WORKING 1974 5-3 
FLORA C B 
WORKING CLASS WOMENS POLITICAL PARTICIPATION -- ITS 


POTENTIAL IN DEVELOPED COUNTRIES 

1974 8-1 
BROWER M 
RELATIONSHIPS BETWEEN ORGANIZATIONAL DEMOCRACY , 
PRODUCTIVITY » AND THE QUALITY OF WORKING LIFE 


WORKPLACE 1974 51 
WALLIHAN J 
WORKPLACE LEADERSHIP AND POLITICS -- STTUATIONAL 
DETERMINANTS OF RECRUITMENT IN A CHICAGO PRINTING TRADES 
UNTON 

WORLO-MODEL 1974 16-5 
HUGHES 8 B 


ENERGY RESEARCH IN THE CONTEXT OF A WCRLO=-MOODEL 
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WOUNDED 1974 10-3 
JOHNSON L 
POLITICAL ALIENATION AMONG WOUNDED VIETNAM VETERANS -- 
AN EXPLORATORY STUDY 


YOUTH 1974 13-6 
MOHAPATRA M K 
COLLEGE YOUTH AND THE LEGISLATORS ROLE IN A MODERNIZING 
LEGISLATURE -- PRELIMINARY-REPORT OF AN EMPIRICAL STUDY 
INDIA ) 

1974 10-6 

LONG S 
SOCIALIZATION TO REVOLT == POLITICAL ALIENATION AND 
POLITICAL VIOLENCE CONDONATION AMONG WHITE AND BLACK 
YOUTH ( SOCIAL-DEPRIVATION ) 


YUGOSLAV 1974 5-2 
FREY C W 
ETHNICITY IN THE YUGOSLAV THEORY OF INTERNATIONAL RELATIONS 
1974 5-6 
KLIEN G 


THE ROLE OF ETHNICITY IN THE CZECHOSLAVAK CRISIS OF -1968 
AND IN THE YUGOSLAV CRISIS OF -1971 


YUGOSLAVIA 1974 12-2 
MCCARTHY S B 
GATE-KEEPING IN THE NOMINATIONS PROCESS IN YUGOSLAVIA 
ELECTIONS ) 


ZAMBIA 1974 5-5 
DRESANG DL 
ETHNIC REPRESENTATION AND DEVELOPMENT ADMINISTRATION -- 
A COMPARATIVE STUDY OF KENYA AND ZAMBIA ( BUREAUCRACY ) 


ZONE 1974 9-4 
MYERS FE 
APPLYING POLITICAL SCIENCE TO THE ESTIMATION OF POLITICAL 
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